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L.C. Card 4-18088 


FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHTNGTON, D.C. 20402. PRICE $1.25 PER COPY 
EXCEPT DECEMBER (INDEX) ISSUE, WHICH VARIES IN PRICE 
SUBSCRIPTION PRICE $12.50 PER YEAR (INCLUDING INDEX) 
$3.25 ADDITIONAL FOR FOREIGN MAILING 





PREVIEWS 


The following publications are in the process of being printed. Advance sales 
orders may be placed for these publications. Orders will be scheduled and copies 
mailed as soon as stocks are received. It is not possible to estimate the lapse of 
time before the publications will actually appear. Al! information in regard to 
title, series, classification, distribution, and price given in these listings is pre- 
liminary and subject to change when the publications actually come from the 
press. Those so marked will be sent to depository libraries, providing that, at 
the time of going to press, the libraries were on list to receive the items under 
which these publications will be distributed. 


Abstracts of State day care licensing requirements: part 2, Day care centers. 
(Child Development Office, DHEW pub. (OCD) 73-22.) $2.60. @ 
HE 21.2: D 33/pt.2 
Abstracts of State day care licensing requirements: part 1, Family day care 
homes and group day care homes. (Child Development Office, DHEW pub. 
(OCD) 73-21.) $2.60. @ HE 21.2: D 33/pt.1 
Auditors, agents for good government. (General Accounting Office, Audit stand- 
ards supplement series 2.) 25c. @ GA 1.19: 2 
Controlling the Japanese beetle. (Agriculture Department, Home and garden 
bulletin 159.) 35c. @ A 1.77: 159/3 
Decision of the Administrator of the Environmental Protection Agency regard- 
ing suspension of the 1975 auto emission standards, hearings, pt. 3. (Senate 
Public Works Committee, serial 93-H9.) $3.70. @ Y 4.P 96/10: 93—-H9/pt.3 
Earnings distributions in the United States, 1968. (Social Security Administra- 
tion, DHEW pub. (SSA) 73-11914.) $3.70. @ HE 3.2: Ea 7/968 
Effect of silt and silt removal in a prairie lake. (Environmental Protection 


Agency, Ecological research series BPA—R3—-73-037.) $2.60. @ 


EP 1.23: 73-037 
Farming in the classroom, teacher’s guide. (Agriculture Department, Science 
study aid 8.) 8c. @ A 1.104:8 
Federal credit unions. (National Credit Union Administration, NCUA 8005.) 
10c. @ NCU 1.2: F 31/973 
Food and your weight. (Agriculture Department, Home and garden bulletin 
74.) 35c. @ A 1.77: 74/5 
Growing apricots for home use. (Agriculture Department, Home and garden 
bulletin 204.) 20c. @ A 1.77: 204 
Growing bonsai. (Agriculture Department, Home and garden bulletin 206.) 
30c. @ A 1.77: 206 
If you become disabled. (Social Security Administration.) 35c. @ 
HE 3.2: D 63/6/973 
Irrigation and drainage on farms, 1969 census of agriculture. (Census Bureau. ) 
$1.25. @ C 56.227/3 : 969/v.2/chap.9 
Legal guide and case digest supplement, veterans’ reemployment rights under 
the Military selective service act and related acts. ( Veterans’ Reemployment 
Rights Office.) $5.30. @ L 25.6/2 : L 52/supp. 
Let’s cook fish! (National Marine Fisheries Service, Fishery market develop- 
ment series 8.) $1.25. @ C 55.320: 8 
Low water volume enzyme deactivation of vegetables before preservation. 
(Environmental Protectiom Agency, Environmental protection technology 
series EPA—R2-73-198.) $1.25. @ EP 1.23/2 : 73-198 
Manned Undersea Science and Technology Program, fiscal year 1972 report. 
(National Oceanic and Atmospheric Administration.) 65¢c. @ ©55.29:972 
National aspects of creating and using MARC/RECON records. (Library of 
Congress.) $2.75. @ LC 1.2: M 18/13 
1970 census of population: Subject reports, pt. 6E, Veterans. (Census Bureau.) 
$2.60. @ C 3.223/10 : 970/v.2/pt.6E 
Opportunities in the Federal service for veterans. (Civil Service Commission, 
Pamphlet BRE-48.) 20c. @ CS 1.48 : BRE-48/3 
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Patterns for progress in aging: Work study program in social gerontology. 
(Health, Education, and Welfare Department, DHEW pub. (SRS) 73-20190.) 
60c. @ HE 1.211: Sol 

Pecan, an American wood. (Forest Service, American wood series, FS-249.) 
25c. @ A 13.31 : P 33/973 

Report of the President’s Advisory Panel on Timber and the Environment. 
(President’s Advisory Panel on Timber and the Environment.) $4.80. @ 

Pr 37.8: T 48/R 29 

Study of the achievement of our nation’s students. (Education Office, DHEW 
pub. (OE) 72-131.) $2.85. © HE 5.2: St 9/3 

Supervisor’s guide to labor relations in the Federal Government. (Civil Service 
Commission, RN-59.) 65c. @ CS 1.7/4: L 11 

Taking issue, an analysis of the constitutional limits of land use control. 
(Environmental Quality Council.) $2.35. @ PrEx 14.2: T13 

Union status and benefits of retirees. (Labor Department.) $2.10. © 

1.2: R31/4 

U.S. customs trademark information. (Customs Bureau.) 20c. @ 

T 17.2: T 67/973 

We, the Americans: Our education. (Census Bureau, We the Americans series 8. ) 
40c. @ C 56.234: 8 

We want you to know about labels on foods. (Food and Drug Administration, 
DHEW pub. (FDA) 73-2043.) 25c. @ HE 20.4002 : F 73/6 

World drug traffic and its impact on U.S. security, hearings, pt. 7. (Senate Judi- 
ciary Committee.) 25c. @ Y 4.J 89/2: D 84/4/pt.7 
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Abbreviations 


addition, addendum, 
addenda. 


amendment, amen d- 
ments. 


appendix, appendixes. 
book, books. 

chapter, chapters. 
Congress. 

Department. 
document. 

facsimile, facsimiles. 
fiscal year. 

Greenwich hour angle. 
House. 


©. GR: Bit wcnnnnn House concurrent reso- 
lution. 


House document. 


House executive docu- 
ment. 


House joint resolution. 


House of Representa- 
tives, House bill. 


House resolution. 

House report. 

illustration,  illustra- 
tions. 

inch, inches. 

latitude. 

longitude. 


number, numbers. 

page, pages. 

pages of plates. 

raph, para- 

graphs. 

plate, plates. 

portrait, portraits. 

part, parts. 

report. 

Senate, Senate bill. 

Senate concurrent reso- 
lution. 

Senate document. 


Senate executive docu- 
ment. 


Senate executive re- 
port. 


Senate joint resolution. 
Senate resolution. 
Senate report. 

section, sections. 





Statutes at large. 
supplement. 
table, tables. 
Treasury. 
volume, volumes. 





Common abbreviations for the names of States, months, etc., are also used. 
An explanation of the symbols used to designate sizes of publications is given on the 
inside of the front cover. 


Explanation 


The individual issuing department, bureau, office, or agency is considered the 
publisher of Government publications. 

Words and figures enclosed in brackets [ |] in titles are given for information, 
but do not appear on the title pages of the publications cataloged. Place and 
printer are not given for publications printed at the United States Government 
Printing Office, Washington, D.C., or at Government departmental and field print- 
ing plants. The dates given with Senate and House documents and reports are 
the dates on which they were ordered to be printed. Usually the printing promptly 
follows the ordering, but various causes sometimes make delays. 

Under provisions of the Printing Act of January 12, 1895, all Government publi- 
cations, except administrative and confidential (or restricted), are entered in the 
Monthly Catalog. 

The L.C. card number appended to some of the entries is for those libraries 
ordering printed cards from the Library of Congress. The number at the extreme 
right of an entry indicates the classification of the publication in the Office of the 
Superintendent of Documents. 


vi 





General Information 


The Superintendent of Documents, Government Printing Office, Washington, 
D.C., is authorized by law to sell copies of Government publications and to allow 
a discount of 25 percent to book dealers and also to quantity purchasers of 100 
or more copies of a single publication going to one address, on condition that 
they will adhere to the public sales price set by the Superintendent of Docu- 
ments and that publications shall not be overprinted with any advertising matter. 

Publications cannot be supplied free to individuals nor forwarded in advance 
of payment. 

PRICE LIST 


There is no general price list of public documents, but numerous lists have 
been prepared on special subjects and any of these will be furnished free, on 
application, by subject or subjects concerning which information is desired. It 
will also be noted that current publications which are for sale are listed in this 
catalog. 

LIST OF SELECTED PUBLICATIONS 


In addition to the price lists, the Documents Office issues a biweekly list of 
Selected United States Government publications for sale by the Superintendent 
of Documents. Each list contains annotations and prices, and may be obtained 
free upon application to the Superintendent of Documents. 


CONGRESSIONAL BILLS, DOCUMENTS, AND REPORTS 


More than 12,000 different bills are usually introduced during a Congress, and 
there are additional prints on many during the progress of the legislation. With 
the exception of a very few—such as revenue bills—the demand is an unknown 
quantity and on most of them we receive no orders, which makes it impossible to 
print a sales supply. It may be that a copy could be obtained from your 
Congressman, 

A difficult problem is also presented in providing a supply of Congressional 
documents, hearings, and reports because there are approximately 6,000 of this 
class of publications issued during a Congress. Sales copies of a few of the more 
important ones are printed. The availability of those not for sale is indicated 
in the individual entries. 
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HOW TO ORDER PUBLICATIONS 


Publications entered in this catalog that are for sale by the Superintendent of 
Documents are indicated by an asterisk (*) preceding the price. Those for sale 
by the Clearinghouse for Federal Scientific and Technical Information are 
indicated by a farad (®) preceding the price. A black dot (@) indicates that 
the publication has been or will be sent to depository libraries. A dagger (7) 
indicates that application should be made to the department, bureau, or agency 
issuing the document. A double dagger (ft) indicates that the document is 
printed for official use and is not obtainable. Whenever additional information 
concerning the method of procuring a document seems necessary, it will be found 
under the name of the bureau by which it was published. 

In ordering a publication from the Superintendent of Documents, give (if 
known) the name of the publishing department, bureau, or agency, and the title, 
together with the classification number which is added to the entry at the ex- 
treme right ; order the congressional documents and reports by the title, together 
with the document or report number and the Congress, e.g., H. Doc. 108, 88th 
Congress. 

Do not use the L.C. card number in ordering a publication from the Superin- 
tendent of Documents. 

HOW TO REMIT 


Remittances for documents marked with an asterisk (*) should be made to the 
Superintendent of Documents, U.S. Government Printing Office, Washington, 
DC 20402, by coupon, postal money order, express order, or check. Publications 
cannot be mailed in advance of receipt of remittance. Foreign remittances should 
be made by international money order, or draft on an American bank. 

Foreign money, defaced or smooth coins, will not be accepted. Do not send 
postage stamps. 

For the convenience of the general public, coupons in the denomination of 5¢ 
that are good until used in exchange for Government publications sold by the 
Superintendent of Documents, may be purchased from this office. Address order 
to Superintendent of Documents, Government Printing Office, Washington, DC 
20402. 

Persons who make frequent purchases from the Superintendent of Documents 
may find a deposit acccunt convenient. Deposits of $25.00 or more are accepted 
against which orders may be placed without making individual remittances or 
first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the 
publications supplied, explanations regarding those not sent, the amount of 
charge, and the balance on deposit. 

No charge is made for postage on documents forwarded to points in United 
States and possessions, or to Canada, Cuba, Mexico, and certain Central and 
South American countries. To other countries the regular rate of postage is 
charged, and remittances must cover such postage. In computing foreign post- 
age, add one-fourth of the price of the publication. 


LIBRARY CLASSIFICATION IN DOCUMENTS OFFICE 


The classification given at the right of entries for departmental publications is 
that used in the Library of the Public Decuments Department. The shilling mark 
(/) separates what ordinarily would be superior or inferior numbers or letters. 
It is not practicable to print these numbers or letters as superiors or inferiors in 
the Monthly Catalog 
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New Classification Numbers 


A 101.6/2: date. 
AA 1.11/2: nos 


oe ee ee 


C 55.227: date 


HE 1.34/2: nos 
HE 5.93/7: date 


HBP 5.95: date 
5.96: date 


HE 


HH 10.8: CT 
I 49.1/4: date 


J 1.37/3: CT 


Ju 13.1: date 
Ju 13.2: CT 


L 35.6/1: Reserved 
L 35.6/2: date 


LR 1.8/6: date 


Animal and Plant Health Inspection Service. 
Meat and poultry inspection regulations. 
Action. 
Action flyers. 
National Oceanic and Atmospheric Adminis- 
tration. 


Hydrometeorological reports. 
Note.—See, for earlier class, C 30.44: (nos.). 


Environmental Data Service. 
International Decade of Ocean Exploration: 
Progress report. 
Environmental Research Laboratories. 
ERL program plan. 
Mnvironmental Protection Agency. 
Environmental monitoring series EPA—R4. 
Technology Transfer. 
EPA Technology Transfer semina publications. 
Health, Education, and Welfare Department. 
Consumer information series. 
Education Office. 


Poqeemery enrollment. 
oTn.—See, for earlier class, HE 5.220: 20079- 


( e. De 

Annual report of Advisory Council on Environ- 
mental Education. 

Vocational education: Directory of secondary 
schools with occupational curriculums, pub- 
lic-nonpublic. 

Directory of postsecondary schools with occu- 
pational programs, public and private. 

Aging Administration. 
Information and referral services (series). 
National Institute of Mental Health. 

Center for Studies of Crime and Delinquency: 

Research reports (numbered). 
Federal Insurance Administration. 

Handbooks, manuals, guides. 

Sport Fisheries and Wildlife Bureau. 

Annual report, Bureau of Sport Fisheries and 
Wildlife, Region 4. 

Justice Department. 

Criminal justice monographs. 

Nortgr.—lIssued by National Institute of Law En- 
forcement and Criminal Justice. 
Federal Judicial Center. 

Annual report. 

General publications. 

Occupational Safety and Health Administration. 


Occupational safety and health: v. 2, Maritime 
standards and interpretations. 
National Labor Relations Board. 
Classified index of National Labor Relations 
Board decisions and related court decisions. 
President of United States, 
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x GOVERNMENT PUBLICATIONS 


Pr 37.12: date. Federal advisory committees, annual report of 
the President. 
Federal Highway Administration. 
TD 2.30: nos Report FHW A-RD-(series). 
American Revolution Bicentennial Commission. 
Y 3.Am 3/6:8 CT Handbooks, manuals, guides. 
Railroad Retirement Commission. 
3.R 13/3: 1/date Report. 
3.R 13/8:2 CT General publications. 
Tennessee Valley Authority. 
3.T 25: 3/letters—nos____-_-. Bulletins. 
3.T 25:41 CT Tennessee Valley streams, their fish, bottom 
fauna, and aquatic habitat [by area]. 
National Tourism Resources Review Commission. 
Y 3.T Annual report. 
Y 3T : General publications. 





Corrections for Previous Monthly Catalogs 


April 1972. Entry 5959, Graduate student support and manpower resources in 
graduate science education, fall 1970. Correct class to read NS 1.22: G 75/970. 

Jan. 1973. Entry 16576. Water supply and plumbing cross-connections, hazards in 
household and community supply systems. Delete @ Item 607-C. 

May 1973. Entry 22546, Changes in schedule D, classification of U.S. customs 
districts and ports for U.S. foreign trade statistics. Correct class to read 
C 3.150: D/972/ch. 

Entry 23864, Severe local storm warning service and tornado statistics, 
1953-71. Correct class to read C 55.102: St 7/2/953-71. 

June 1973. Entry 24878, List of publications and committee membership, 77th-— 
92d Congresses. Correct class to read Y 4.8m 1/2: P 96/2/941-72. 

—— Hntry 24879, Federal financing bank act, hearings. Correct class to read 
Y 4.W 36: B 22/973. 

— Entry 25120, In productive harmony, environmental impact statements 
broaden the Nation’s perspectives. Correct class to read EP 1.2: H 22. 

—— Entry 25611, Marine game fish program. Correct class to read C 55.302: F 52. 

Entry 25646, NTS AAS (series). Add class TD 1.21: (nos.). 

July 1973. Entry 26305, Industrial plant equipment handbook. Correct title to 
read: Industrial plant equipment handbook: FSC 3635, Crystal and glass 
industries machinery. 

Entry 26724, Federal credit union act and related statutes [Mar. 1973.], 
Change 2. Correct class to read NCU 1.5: F 31/971/ch. 2. 

Entry 26734, Exhaust emissions from diesel locomotives, sub-council report. 
Correct class to read Y 3. In 2/8: 2 Ex 4/2, 

Aug. 1973. Entry 27096, Studies in public welfare, paper 6. Correct distribution 
to read * Paper, $1.50. 





List of Government Authors 


Action 
Administrative Office of United States Courts_ 
Advisory Commission on Intergovernmental Relations 
Agriculture Department 
Agricultural Marketing Service 
Agricultural Research Service 
Animal and Plant Health Inspection Service 
Economic Research Service 
Food and Nutrition Service 
Foreign Agricultural Service. 
Forest Service___ 
National Agricultural Library. 
Rural BPlectrification Administration 
Soil Conservation Service 
American Revolution Bicentennial Commission 
Atomic Energy Commission. -_ 
Central Intelligence Agency 
Civil Service Commission 
Commerce Department 
Domestic and International Business Administration 
East-West Trade Bureau seis - 
International Commerce Bureau 
Domestic Commerce Bureau 
Maritime Administration 
National Bureau of Standards 
National Oceanic and Atmospheric Administration 
Environmental Data Service 
National Climatic Center. 
Environmental Research Laboratories 
National Marine Fisheries Service 
National Ocean Survey 
National Weather Service 
National Technical Information Service 
Patent Office. 
Social and Economic Statistics Administration 
Census Bureau 
United States Travel Service 
Congress 
Atomic Bnergy Joint Committee. 
Conference Committee. 
Heonomic Joint Committee. 
House of Representatives 
Agriculture Committee 
Appropriations Committee 
Armed Services Committee. 
Banking and Currency Committee. 
Committees, Select Committee on_ 
Crime, Select Committee on 
District of Columbia Committee_ 
Bducation and Labor Committee. 
Foreign Affairs Committee 
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Congress—Continued 


House of Representatives—Continued 
Government Operations Committee 


Interior and Insular Affairs Committee 
Internal Security Committee 
Interstate and Foreign 
Judiciary Committee 
Merchant Marine and Fisheries Committee 
Post Office and Civil Service Committee__.........__-___------ 
NE CIID ccicinintsisncnseercni ececsiceeihenintscicteeinsiaihciiaratitacanstaaeianeaceniapiaisibianail 
Rules Committee 
Veterans’ Affairs Committee 29937 
Ways and Means Committee 29938 
Internal Revenue Taxation Joint Committee_...........--------_- 29945 
Printing Joint Committee 29946 
Reduction of Federal Expenditures Joint Committee 29947 
SIININIIIDY cceictesitciemiemardeasecieiaenscehdetanilaaee citings ciataailiailladiaa 29949 
Deine, Ts Co Wine teccinicnwntiniiniiniucmniniinnmnian 29998 
Agriculture and Forestry Committee 30000 
Appropriations Committee 30004 
Armed Services Committee 30007 
Banking, Housing, and Urban Affairs Committee 30009 
Commerce Committee 30014 
District of Columbia Committee 30016 
Finance Committee 30017 
Foreign Relations Committee 30023 
Government Operations Committee 30034 
Interior and Insular Affairs Committee 30040 
ERIN Ss Ps EEL ee ee ae a ne eee nen 30048 
Labor and Public Welfare Committee 30054 
Nutrition and Human Needs, Select Committee on 30063 
Post Office and Civil Service Committee 30064 
Rules and Administration Committee 380069 
Veterans’ Affairs Committee 


Defense Department 30087 


Air Force Department 29651 
IIIT sn:isciey otdacictisien tpebeimaeiasdhacderasainainsiaslancieaieenuaomiaian adebahdacasiaiientah 29658 
a 30156 
Defense Civil Preparedness Agency_________________________ 30082 
Defense Mapping Agency 30124 
Joint Chiefs of Staff 
Defense Communications Agency_.............._._.____.__-__. 30084 
National Guard Bureau 
Navy Department 
Medicine and Surgery Bureau 30406 
Naval Facilities Engineering Command 
Naval Operations Office 30585 
Naval Observatory 30583 
Naval Oceanographic Office 30584 
Naval Training Command 
Naval Personnel Bureau 
Naval Research Office 
Naval Ship Systems Command__._ 
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Environmental Protection Agency. 
Air and Water Programs Office 
Radiation Programs Office 
Technology Transfer 
Water Program Operations Office 

Equal Dmployment Opportunity Commission 

Farm Credit Administration 

Federal Deposit Insurance Corporation 

Federal Interagency Committee on Education 

Federal Judicial Center 

Federal Reserve System Board of Governors 

Federal Trade Commission 

General Accounting Office 

General Services Administration 
Federal Supply Service- 
National Archives and Records Service 

Federal Register Office 

Government Printing Office 
Public Documents Department 

Health, Education, and Welfare Department 
Education Office 
National Institute of Education 
Public Health Service 

Food and Drug Administration 
Health Services and Mental Health Administration 
Center for Disease Control 
Health Care Facilities Service 
Maternal and Child Health Service 
National Center for Health Statistics____ 
National Institute for Occupational Safety and Health 
National Institute of Mental Health 
National Institutes of Health 
National Cancer Institute 
National Heart and Lung Institute 
National Library of Medicine 
Social and Rehabilitation Service 
Aging Administration 
Medical Services Administration 
Rehabilitation Services Administration 
Youth Development and Delinquency Prevention Administration__ 
Social Security Administration 

Housing and Urban Development Department 
Federal Insurance Administration. 

Interagency Land Acquisition Conference__ 

Interior Department 
Coal Research Office 
Fish and Wildlife Service 

Sport Fisheries and Wildlife Bureau 
Geological Survey 
Land Management Bureau 
Mines Bureau 
National Park Service 
Reclamation Bureau 
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ACTION 
806 Connecticut Avenue NW., Washington, DC 20525 


Nots.—ACTION was created as an independent agency within the executive 
branch of government under the provisions of Reorganization Plan 1 of 1971, 
effective July 1, 1971, and Executive Order 11603 of June 30, 1971. 


Action flyer. 
29591 4000-1. Nurses in action, Peace Corps, VISTA. [July 1972.] ffi? il. narrow 
8° ¢ AA1. 11/2: 4000-1 
Action pamphlets. AA 1.11 :(nos.) 


29592 4400-1. SCORE, Service Corps of Retired Executives, one part of Action, coun- 
selor’s guidebook. [1973.] cover title, 54 p. il. [Last page left blank 
for notes.] ft 

29593 4600-1. Service Corps of Retired Executives, one part of ACTION. [Sept. 1972.] 
6p. fl. oblong12° ¢ 


29594 Active Corps of Dxecutives, one part of ACTION. [1973.] 6 p. il. oblong 
_ = AA1.2: Ex8 


29595 First 120 days of ACTION. [Nov. 1, 1971.] [1]+20+[1] p.il. ¢ 
AA1.2:Ac8 


29596 1972 ACTION annual report. [1978.] cover title, 108 p. il. + @ Item 
74-C-4 AA 1,1: 972 


29597 Vista lawyers practice law, one part of ACTION. [1973.] 12 p. il. narrow 
- 7 AA 1.2:L44 


ADMINISTRATIVE OFFICE OF UNITED STATES COURTS 
Washington, DC 20543 


29598 Report of proceedings of Judicial Conference of United States held at 
Washington, D.C., Apr. 6-7 and Oct. 26-27, 1972; annual report of 
Director of Administrative Office of United States Courts, 1972. 1973. 
xviii+[2]+748 p. 1 pl. * Paper, $4.45. @ Item 728 Ju 10.1: 972 


ADVISORY COMMISSION ON INTERGOVERNMENTAL RELATIONS 
Washington, DC 20575 


29599 State action on local problems, 1972, summary of new State laws, pro- 
grams, and constitutional amendments designed to strengthen response 
of States to needs of their local governments and citizenry. Apr. 1973. 
[1]+45 p. 4° ([{M-—77]; Information report.) * Paper, 70c. (S/N 5204- 
00043). @ Item 1049-D Y 3.Ad 9/8: 2 St 2/972 


AGING ADMINISTRATION, Health, Education, and Welfare Dept. 
Washington, DC 20201 


29600 Information and referral services, reaching out; by Martha Cushing and 
Nicholas Long. [Apr. 1973.] viii+51 p. il. 4° ([DHHW publication 
(SRS) 73-20110.]) [Prepared by Interstudy, Minneapolis, Minn. under 
title 4 grant.] + @ Item 447-A-3 HP 17.308/2: R 22 

29601 Nutrition and aging, selected annotated bibliography, 1964-72; compiled 
by Margaret D. Simko and Karen Colitz. [1973.] v+42 p. 4° (DHEW 
publication (SRS) 73—20287.) [Made possible, in part, by Demonstration 
grant no. 93—75012/2-04 from title 4 Research and Development Grants 
Program.] * Paper, 75c. @ Item 447-A-6 
L.O. card 73-602493 HB 17.811: N 95/964-72 


For Sale by “Te ——— Information Service, 


Springfield, VA 22 
@Sent to Depository Libraries Page 1 





29602 


29603 


29604 


29605 


29606 


29607 


29608 


29609 


29610 


29611 


29612 


29613 


GOVERNMENT PUBLICATIONS 


AGRICULTURAL MARKETING SERVICE, Agriculture Dept. 
Washington, DC 20250 


AMS (series). 
555. Warehouse-man’s sample-lot inspection service, questions and answers. 
{June 1973.] [6] p. il. narrow 8° + @Item 19—-A A 88.40: 555 
Light air-cured tobacco market review, pt. 1, type 31, Burley, 1972 crop 
(1972-73 season). June 1973. 31 p. il. 4° (Tobacco Division; TOB-LA-— 
17, pt. 1.) *t @ Item 24-D A 88.34/5 : 972-73/pt.1 


Summary of cotton fiber and processing test results, crop of 1972. May 1973. 
cover title, 2-130 p. il. 4° (Cotton Division.) 7+ A 88.11/17-2 : 972 


United States standards for grades of canned asparagus, effective June 20, 
1973. 5th issue, as amended. [1973.] [2]+11 p. 4° (Processed Products 
Standardization and Inspection Branch, Fruit and Vegetable Division.) 
[Supersede standards which have been in effect since May 7, 1963.] 7 

A 88.6/2 : As 6/2/9738 


United States standards for grades of canned clingstone peaches, effective 
June 20, 1973. 4th issue, as amended. [1973.] [2]+17 p. 4° (Processed 
Products Standardization and Inspection Branch, Fruit and Vegetable 
Division.) [Supersede standards which have been in effect since Sept. 18, 
1970.] + A 88.6/2: P 313/6 


United States standards for grades of canned freestone peaches, effective 
June 20, 1973. 3d issue, as amended. [1973.] [2]+15 p. 4° (Processed 
Products Standardization and Inspection Branch, Fruit and Vegetable 
Division.) [Supersede standards which have been in effect since June 1, 
1969.] 7+ A 88.6/2 : P 313/7 

United States standards for grades of canned fruit cocktail, effective 
June 20, 1973. 2d issue, as amended. [1973.] [2]+9 p. (Processed Prod- 
ucts Standardization and Inspection Branch, Fruit and Vegetable Divi- 
sion.) [Supersede standards which have been in effect since Aug. 5, 
1971.) # A 88.6/2 : F 943/4/973 

United States standards for grades of canned fruits for salad, effective 
June 20, 1973. 2d issue as amended. [1973.] [2]+9 p. 4° (Processed 
Products Standardization and Inspection Branch, Fruit and Vegetable 
Division.) [Supersede standards which have been in effect since July 5, 


1960.] 7 A 88.6/2 : F 943/5/973 


United States standards for grades of canned grapes, effective June 20, 
1973. 1st issue, as amended. [1973.] [2]+6 p. 4° (Processed Products 
Standardization and Inspection Branch, Fruit and Vegetable Division.) 
[Supersede standards which have been in effect since Sept. 6, 1960.] 7 

A 88.6/2: G 767/12/973 

United States standards for grades of canned kadota figs, effective Tune 20, 
1973. 3d issue, as amended. [1973.] [2]+8 p. 4° (Processed Products 
Standardization and Inspection Branch, Fruit and Vegetable Division.) 
[Supersede standards which have been in effect since Aug. 16, 1957.) + 

A 88.6/2 : F 468/2/973 

United States standards for grades of canned pears, effective June 20, 
1973. 5th issue, as amended. [1973.] [2]+14 p. 4° (Processed Products 
Standardization and Inspection Branch, Fruit and Vegetable Division.) 
[Supersede standards which have been in effect since Sept. 18, 1970.] 7 

A 88.6/2 : P 316/973 


United States standards for grades of canned sweet cherries, effective 
June 20, 1973. 4th issue, as amended. [1973.] [2]+10 p. 4° (Processed 
Products Standardization and Inspection Branch, Fruit and Vegetable 
Division.) [Supersede standards which have been in effect since July 15, 
1960.] f A 88.6/2 : C 424/973 
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29617 


29618 


29619 


29620 


29621 


29625 


29624 


29626 


29627 


Oocroper 1973 


AGRICULTURAL RESEARCH SERVICE, Agriculture Dept. 
Washington, DC 20250 


ARS (series). ¢ A 77.15 : NE—(nos.) 
NE-13. A cost comparison of high and low ceilings in modern grocery warehouses ; 
[by Jack L. Runyan]. June 1973. [1]+1i+20 p. il. 4° ([{North- 
sears region] ; Agricultural Marketing Research Institute.) @ Item 
25-B 

NE-17. Improved methods and cqutpment for boning turkeys; [by John A. 
Hamann and others]. May 1973. [1]+ii+10 p. il. 4° (Agricultural 

Marketing Research Institute.) 


Welcome to Agricultural Research Center. [Revised June 1973.] [1973.] 
[8] p. il. narrow 8° + @ Item 26 A 77.2: Ag 8/6 


AGRICULTURE DEPARTMENT 
Washington, DC 20250 


Note.—Requests to the Department of Agriculture for publications should include 
the USDA number if given in the entry. 


Agricultural economic report. 

241. Farm corporations, financial analysis [with list of selected references; by 
George Coffman]. [July 1973.) iv+27 p. il. 4° (Economic Research 
Service.) @ Item 42-C 
L.C. card 73-—602293 A1.107 : 241 


Agricultural information bulletins. @ Item 4 A 1.75: (nos. ) 

355. Consumer products by ee report on new foods, fabrics, and materials 

from agricultural research ; [prepared by Agricultural Research Service]. 

{June 1972, revised 1973.] [1973.] cover title, 70+ [1] p. il. 4° [Some 
illustrations are colored.] * Paper, $1.75 (S/N 0100-02790). 

362. Health services in rural America [with list of literature cited; by Tresa H. 
Matthews]. [July 1973.] [2]+vi+40 p. il. 4° (Rural Development 
Service.) 

L.C. card 73—602292 
Agriculture handbooks. A 1.76: (nos. ) 

289. Rice in United States, varieties and production [articles, with lists of 
selected references]. Revised [edition]. June 1973. iv+154 p. il. 4° 
(Agricultural Research Service.) [Updated revision of earlier issue pub- 
lished in 1966.] * Paper, $2.10 (S/N 0100-02717). @ Item 3 
L.C. eard 73—602027 

341. USDA standards for food and farm products [list]. [Revised Apr. 1973.] 
[1973.] 15 p.4° (Agricultural Marketing Service.) ft 


Home and garden bulletins. @ Item 11 A 1.77: (nos.) 
69. Home care of purchased frozen foods; [by Ruth Vettel and Carole Davis]. 
[Revised July 1973.] [1973.] [2]+6 p. il. (Consumer and Food Economics 
Institute, Agricultural Research Service.) [Includes list of Agriculture 
Department publications that contain information on home frozen foods.] 
* Paper, 20c. 
78. Storing perishable foods is home; [prepared by Ruth Vettel [and] Carole H. 
Davis.] [Revised July 1973.] [1973.] ([{Northeastern Region, Agricultural 
Research Service.]) * Paper, 20c. (S/N 0100-02715). 


Marketing bulletin. 
50. Market news service on livestock, meat and wool. Revised June 1973. [1973.] 
[2] P. il. oblong 8° folded into narrow 8° size (Agricultural Marketing 
Service.) * Paper, 20c. (S/N 0100-02847). @ Item 13-G A1.95:50/3 


Marketing research reports. @ Item 13-B A 1.82(nos.) 

995. Homemakers’ opinions about dairy products and imitations: nationwide 
survey; [by Judith Lea Jones]. [May 1973.] cover title, ii+89 p. 48 
(Statistical Reporting Service.) [Text on p. 2 of cover.] ¢ 
L.C. card 73-602524 

999. Trading in commodity futures contracts on Chicago Board of Trade, study 
of sources and distribution of trading and commission income: [by 
Alexander Swantz and others]. July 1973. vili+ 64 p. il. 4° ([{Commod- 
ity Bxchange Authority.]) * Paper, 90c. 
L.C. card 73-602300 


Miscellaneous publications. @ Item13—A A 1.38 : (nos. ) 
1266. Summary of reservoir sediment deposition surveys made in United States 
through 1970; compiled by F. E. Dendy and W. A. Champion. [July 
1973.)cover title, ii+82 p. fl. 4° [Prepared by Agricultural Research 
Service under auspices of Sedimentation Committee, Water Resources 
Council. Supersedes Miscellaneous publication 1143, Summary of reser- 
voir sediment deposition surveys made in United States through 1965.] 

* Paper, $1.00 (S/N 0100-02872). 
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GOVERNMENT PUBLICATIONS 


Miscellaneous publications—Continued 
1267. Hutches for rabbits. June 1973. [2] p. il. 4° Conpenative farm building 
plan exchange, plan 6137; [Agricultural Reena Service].) * Paper, 
15c. (S/N 0100-02801) 
PA [Program aid] series. @ Item 14-A A 1.68 : (nos. ) 

29629 794. Food retailer and PACA [Perishable agricultural commodities act]. [Re- 
vised June 1973.] [1973.] [6] p. il. ag | 8° (Agricultural Market- 
ing Service, Fruit and Vegetable Division.) 

29630 886. USDA eg; hae inspection, safeguard oe uantity buyers. [Revised 
June 1 slightly revised June 1973.] [1973.] [6] p. il. narrow 8° 
Tee cultural | Marketing Service. ) 

29631 974. Help .. . destroy gypsy most [prepared by Plant Protection and 
Quarantine Programs, Animal and Plant Health Inspection Service]. 
ty revised May 1973.] [1973.] [2] p. il. 4° folded into oblong 
48° size 

983. Explore! Visitor's we to discovery in the national forests. [Slightly 
revised June 1973.] [1973. fat ae dibe: p. il. 4° [Illustrations are 
colored.] * Paper, 50c. (8/N 0100-02819 

1039. Rural rental housing, rural credit m4 {July 1973.] [8] p. il. nar- 
row 8° (Farmers Home Administration.) [Supersedes PA-—988, Rental 
housing units.] 


Statistical bulletins. @ Item 15 A 1.34: (nos.) 


29634 522. Livestock and meat statistics. [July 1973.) vi+301 p. 4° (Economic 
Research Service; Statistical mepesting Service; Agricultural Marketing 
Service.) [Contains long-term historical series ‘startin with 1950 and 
supersedes annual supplements to Statistical Bulletin 333, and includes 
revisions for earlier years where necessary.] ‘* Paper, $3.20. 

L.C. card 73-602118 
5238. Farm population estimates 1910-70 Ang! list of references cited; by Vera 
J. Banks and Calvin L. Beale}. Sie 2 ait cover title, 1i+47 p . il. 4° 
({Economic Development Division], Rural Development Servieo} [Text 

oo p- 2-3 of cover.] 

ecard 73-602345 


Technical bulletin. 


1467. Revision of genus Petalium LeConte in United States, Greater pain. 
and Bahamas (Coleoptera: Anobiidae) [with list of literature cited ; by 
BE. J. Ford, jr.]. [Apr. 1973.] [4]+40 p. il. (Agricultural Researe 
Service.) * Paper, 45c. (S/N 0100-02721). @ Item 16 A 1.36: 1467 


AIR AND WATER PROGRAMS OFFICE, Environmental 
Protection Agency, Washington, DC 20460 


Publication AP (series). EP 4.9: (nos. ) 


29637 42. Compilation of air pollutant emission factors. 2d edition. Apr. 1973. [304] 
[Issued with perforations.] % Paper, 60. 


p. 1 
29638 121. Air pollution aspects of emission sources : = and paper industry, bibliog- 
1 


raphy with abstracts; [prepared by Air Pollution Technical Information 
Center, Office of Air Quality yay B ane Standards]. Mar. 1973. iii, 
Ht pd" oi ean Paper, $2.35. @ Item 483— 

° ‘ 


Publication APTD (uertes). EP 4.9/2: (nos. ) 


68. National inventory of sources and emissions: Cadmium, 1968; by W. E. 
Davis & Associates, Leawood, Kans. Feb. 1970 [published 1973]. 
vili+44+ [2] p. il. 4° (Office of Air Quality Planning and Standards.) 
[Contract CPA—22-69-131.] Paper, $3.00. 

National inventory of sources and emis ssions ; Nickel, 1968 ; by W. E. Davis 
& nen Leawood, Kans. Feb. 1970 [published 1973.] vili+37 
api? 1p. 4 a of Air Quality Planning and Standards.) [Contract 

PA- 22— 69-13 1.) Paper, $3.00. 

National inventory of sources and emissions ; Asbestos, 1968; by W. E. 
Davis & Associates, Leawood, Kans. Feb. 1970 [published 1973.] viii 
+46+ [2] p. il. 4° Soy of Air Quality, Planning and Standards.) 
[Contract CPA—22-69-131.] # Paper, $3.00. 

Automobile gas turbine optimum +7 selection moe, final report [with 
list of references] ; ted by R. J. Rossbach. June 1972. iv-+ 332 p. il. 4° 
[Prepared b: Sai Mlectric, Space Division, Cincinnati Field Site, 
Cincinnati, Ohio.] & Paper, $3.00. 

29643 é . Background information for proposed new source performance standards: 
Asphalt concrete i petroleum refineries, storage vessels, secondary 
lead smelters and refineries, brass or bronze ingot production plants, 
iron and steel plants, sewage treatment plants, (Office of Air Quality 
Planning and Standards } 

v.1. Main text. June 1973. xii+61 p. il. 4° Paper, $3.00. 

Teguspertacee controls to reduce motor vehicle emissions in Salt Lake 
a bigs E petgasen by GCA Corporation, GCA Technology Division, 

ford, 1972 [published 1973]. [189] p. il. 4° (Office of 
Air Quality Planning and Standards.) [Contract 68-02—0041.] Paper, 
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29647 


29649 


29650 


29651 


29653 


29654 


29655 


Ocroser 1973 


Analysis of regulatory aspects of fuel oil supply; by Foster Associates, 
Inc. Washington, D.C. Mar. 1973. [121] leaves, il. 4° (Office of Air 
Quality Planning and Standards.) [Contract 68-02—0640.] Paper, 
$3.00. 

Air pollution impact methodology for airports, phase 1 [with list of 
references] ; by J. E. Norco [and others], Argonne National Laboratory, 
Center for ADDS Studies, Argonne, Ill. Jan. 1973. 312 p. il. 4° 
(Office of Air Quality Planning and Standards.) [Contract TAG-0171 
(D).] & Paper, $6.00. 

L.C. card 73—602411 

Exhaust emissions from uncontrolled vehicles and related equipment using 
internal combustion engines, pt. 2, Outboard motors [with list of 
references and bibliography]; prepared by Charles T. Hare and Karl J. 
Springer, Southwest Research Institute, San Antonio, Tex. Jan. 1973. 
[102] p. il. 4° [Contract EHS—70-108.] ¢& Paper, $5.45. 

National inventory of sources and emissions: Beryllium, 1968; by W. E. 
Davis & — Leawood, Kans. Sept. 1971 [publis shed 1973.] viii 
+42+A 4+ | 2] p. 4° (Office of Air Quality Planning and Standards.) 
[Contract CPA 70-128. ] Paper, $3.00. 

Summary of demonstration methods for extinguishing culm-bank fires 
[with list of references; by] R. C. Flegal and N. J. Gahr. July 1973. 
viii+45 p. (Office of Air Quality Planning and Standards.) (Price 
upon application) 

National emissions data system (NEDS) control device workbook [with 
list of references] ; by William M. Vatavuk. July 1973. iii+5 p.+ [212] 
leaves, 4° (Office of Air Quality Planning and Standards.) [Issued 
with perforations. Supplements Guide for compiling comprehensive 
emission inventory (APTD-1135).] (Price upon application) 


AIR FORCE DEPARTMENT, Defense Dept. 
Washington, DC 20330 


Air Force Human Resources Laboratory: [Technical report] AFHRL-TR 

(series). (Air Force Systems Command.) 

72-60. Analysis of eee of jobs performed by first-term airmen in 11 career 
ladders [with list of references]; by Llewellyn N. Wiley. July 1972. 
vi+22+ [2] p. il. 4° (Lackland Air Force Base, Tex.) [Brooks Air 
Force Base, Tex. appears on cover.] ft D 301.45/27 : 72-60 

Air Force manual AFM (series). 

71-4. Packaging and handling of dangerous materials for transportation by 
military aircraft, Cone 2. June 12, 1973. [271] p. il. 4° ([{Army 
Dept.] TM 38-250; [Navy Dept.| NAVSUP PUB 505; [Marine Corps] 
MCO P4030.19 C; [Defense upply Agency] DSAM 4145.3.) [Issued 
with perforations.] t @ Item D 301.7 : 71-4/3/ch.2 

If you really want an education. [1973.] [6] p. il. narrow 8° + © Item 

424 D 301.2: Ed 8/5 


AMERICAN REVOLUTION BICENTENNIAL rr 
811 Vermont Ave., N.W., Washington, DC 2000 


American Revolution Bicentennial symbol, guidelines for authorized usage, 
official graphics standards manual. [1973.] cover title, 35 p. il. 4° + 
@ Item 1089 Y 3.Am 3/6: 8 Sy 6 


ANIMAL AND PLANT HEALTH INSPECTION SERVICE 
Agriculture Dept., Washington, DC 20250 


Note.—The Animal and Plant Health Service name changed to Animal and Plant 
Health Inspection Service April 1972 


APHIS (series). 


91-17-—6. Health requirements and regulations governing interstate and inter- 
national movement of livestock and poultry, State-Federal. [Revised 
edition]. Reprint May 1973. cover title, [504] p. ([Veterinary Serv- 
ices.]) [Formerly ARS 91—17-—6, Dec. 1971. Issued with perforations. 
Supersedes previous edition.] t @ Item 30—A-1 

A 101.10/2 : 91-17-6 


> Meat and poultry inspection regulations, meat inspection, poultry inspec- 


tion, rabbit inspection, voluntary inspection and certification service of 
meat and poultry, humane slaughter of livestock. May 1973. [397] p. il. 4° 
[Issued with perforations.] * Paper, $22.00 (includes basic manual and 
supplementary material for an indefinite period) ; $5.50 additional for 
foreign mailing. @ Item 30-A-4 A 101.6/2: 973 


#For Sale by National Technical Information Service, 
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APPRENTICESHIP AND TRAINING BUREAU, Labor Dept. 
Washington, DC 20210 


29657 Directory for reaching minority groups. 1973. [2]+214 p. 4° * Paper, 
$2.85 (S/N 2906-0005). @ Item 748 L 23.2: M 66/973 


ARMY DEPARTMENT, Defense Dept. 
Washington, DC 20310 


AMC pamphlet. (Army Material Command.) 
310-1. Military publications, index of publications and blank forms, Change 2. 
July 1, 1973. 19+) 4° [Issued with perforations. Supersedes 
Change 1, Apr. 3.) ¢ @ Item 322-A 
D 101.22/8 : 310—-1/13/ch.2 


Pamphlets. @ Item 327 (Rev. 1969) D 101.22 : (nos.) 
29659 28-7. ar recreation and travel guide. May 1973. cover title, [109] p. il. 


29660 550-14. Peninsular southeast Asia, bibliographic survey of literature: perme, 
Cambodia, Laos, Thailand. 1972. cover title, xi+ 424 p. il. 14 pl., 3 pl. 
in pocket, 4° [Some plates are colored.] * Paper, $8.75 (S/N 0820— 


0428). 
L.C. card 73—-601980 


29661 Rock Island National Cemetery [Ill.] 19738. [8] p. il. 4° + @ Item 325 
D 101.2: R59 


Technical manual TM (series). 
29662 38-250. See, Air Force Department, Air Force manual AFM 71-4. 


USAAMRDL technical report. (Eustis Directorate, U.S. Army Air Mobility 

Research and Development Laboratory, For<« Eustis, Va.) 

72-68. Helicopter gust response including unsteady aerodynamic stall effects 
[with list of literature cited]; by Russell eo ae ww May 1973. [1] 
aoetee ta ] p. i. 4° [Contract DAAJ 0024; prepared by 
ikorsky Aircraft Division, United Aircraft "“Gerpaeaiie Stratford 
Conn. t¢ D 117.8/2 : 72-68 


ATOMIC ENERGY COMMISSION 
Washington, DC 20545 


AEC research and development reports. Y 3.At 7: 22/ (letters-nos. ) 
AEC-tr—7430. a y, v. 183, no. 1 [with bibliographies]. 1973. cover 
title, [1]+a-— ~c+ 318 p il. 4° hog on by Joint Publi- 

cations Research Bervine. ] # Paper, $7.6 
BDX-613-716 esastte, Qualification of miniature internal cate using air flow. 
r. 1973. cover title, 28 p. il. 4° [Contract AT(29—-1)-—613 
AEC; Bendix Corporat on, Kansas City, Mo.] # Paper, 


$4.00. 
BDX-613-773. Dlectrical terminations, welded, brazed, and bonded, FY-—72-4, 
quarterly report. Mar. 1973. cover title, 40 bt 4° ([Pre- 
ared by Bendix Corporation, Kansas City, ® Paper, 


4.00. 

BDX-613-—921. Deliquescent-chemical ra¥% humidity indicator. May 1973. 
cover title, [10]+-29 p. il. 4° (Technological spinoff report.) 
[Frevered b: Bendix Corporation, Kansas City, Mo.] 


$4. 
CONF-711010. Interactive bibliographic systems, Beare of forum held 


at Gaithersburg, M with lists of references ; 
editor, Madeline B. ee te] Ars 1973. cover title, vi+205 
p. ll. (ABC symposium series 28 ternational standard book 
0—87079-003-X.) [Sponsored by Federal Library Committee 
Committee on Scientific and Technical Information of Federal 
Council for Science and Technology, Atomic Energy Commis- 
sion and National Bureau of Standards.] ¢ Paper, $7.60. 
L.C. card 73—-600098 

CONF-730304. Topical meeting on water-reactor safety, Salt Lake City, U or 

ar. 26-28, 1973 [papers with lists of references; G. 

Freund, compiler]. [1973.] xix+-766 p. il. 4° % Paper, $13. 0. 

CONF-—730601. 11th biennial conference on carbon, extended abstracts and 
program, June 4-8, 1973 Gatiinburs, Tenn. [with lists of 
references]. [1973.j xvii+-[1 il. 4° [Co-sponsored 
by American Carbon Commitice A Oak Ridge National 
Laboratory.) # Paper, $10. 

COO-3206-14. ~~ 4 ~y of indwelling - ae ressure sor, phase 1 
with list of references ; prepared by Warren C. Lyon]. June 
972. cover title, [47] D. il. 4° [Prepared by Hittman Asso- 
cilates, Incorporated, Columbia, Md.] Paper, $4.00. 
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Cadmium telluride detectors, 2d interim technical report, 
July 1, 1971-—June 30, 1972 [with lists of references; by 
F. Waia, R. O. Bell, H. B. Serreze]. May 1973. cover title, 
x+107 p. il. 4° [Prepared by Tyco Laboratories, Incorpo- 
rated, Waltham, Mass.] ¢® Paper, $5.45. 

29673 FIND—50313. Fiche index for nuclear dockets : Arkansas Nuclear One, unit 1, 
Arkansas Power and Light Company; [edited by Henry D. 
Raleigh]. June 15, 1973. cover title, [2]+29 p.4° (Advisory 
Committee on Reactor Safeguards.) [Issued with perfora- 
tions.] © Paper, $4.00. 

29674 FIND-50410. Fiche index for nuclear dockets: Nine Mile Point Nuclear Sta- 
tion, unit 2, Niagara Mohawk Power Corporation; [edited 
by Henry D. Raleigh]. June 11, 1973. cover title, [2] +21 p. 4° 
(Advisory Committee on Reactor Safeguards.) [Issued with 
perforations.] % Paper, $4.00. 

29675 HASL-—275. LUIN, code for calculation of cosmic ray propagation in atmos- 
phere [with list of references ; by Keran O Brien]. May 1973. 
cover title, [2]+21 p. 4° [Health and Safety Laboratory 
(AEC), New York, N.Y.] ®@ Paper, $4.00. 

29676 NVO-374-32. Hawaii food irradiation program for period Jan. 1, 1970—June 
30, 1972 [with list of references]. Feb. 1973. cover title, 
vi+69 p. 4° (Hawaii University, Hawaii State Department 
of Agriculture, Honolulu, Hawaii (USA) and USDA ARS 
Fruit Fly Investigations Laboratory, Honolulu, Hawaii 
(USA).) & Paper, $5.45. 

29677 NYO-3949-1. Studies of radiation effects on polymers and polymerization, 
final report [with lists of references ; prepared by M. Szware]. 
Feb. 8, 1973. cover title, [3]+66 p. il. 4° (Department of 
Chemistry, Suny College of Environmental Science and For- 
estry, Syracuse, N.Y.) [Contract AT(11—1)-3710.] & Paper, 
er 


$5.45. 

29678 ORO-719. Consumability of animals exposed to radiation in post attack 
situation, preliminary report, Feb. 1—Sept. 30, 1972 [with 
list of references; by G. R. Eiseley]. June 1973. cover title, 
v+37 p. il. 4° (UT-—AEC Agricultural Research Laboratory, 
Oak Ridge, Tenn.) & Paper, $4.00. 

SCL—DR-720075. Non-destructive testing of plated aluminum/stainless steel 
joint [with list of references; by J. W. Dini, H. R. Johnson, 
and G. N. Beeler]. Apr. 1973. 26 p. il. 4° (Sandia Labora- 
tories, Livermore, Calif.) & Paper, $4.00. 

29680 \ 3337. Monitoring, control, and disposal of tritium, selected bibliog- 
raphy ; prepared for Division of Operational Safety. May 1973. 
cover titie, [1]+iii+74+27 p. 4° # Paper, $5.45. 

29681 TID—26209. Surnup determination for fast reactor fuels, review and status 
of nuclear data and analytical chemistry methodology re- 
quirements; by William J. Maeck, Robert P. Larsen, [and] 

ames E. Rein. Feb. 1973. cover title, xii+75 p. il. 4° 
# Paper, $5.45. 

29682 WASH-1217. Chemist-meteorologist workshop, Jan. 1972, Fort Lauderdale, 
Fla. [with list of references]. [1973.] cover title, vii+63 
p. il. (Division of Biomedical & Environmental Research.) 
* Paper, $5.45. 

29683 WASH-1217-73. Chemist-meteorologist workshop, 1973, Jan. 15-19, 1973, Fort 
Lauderdale, Fla. [1973.] v+45 p. il. [Sponsored by Division 
of Biomedical and Environmental Research, Atomic Energy 
Commission, and Division of Meteorology, Environmental 
Protection Agency.] * Paper, 45c. @ Item 1051-C 


AVIATION MEDICINE OFFICE, Transportation Dept. 
Washington, DC 20553 


FAA-AM (series). & Paper, each, $3.00. TD 4.210 : (nos. ) 
29684 72-35. Simulated sonic booms and sleep, effects of repeated booms of 1.0 psf 
{with list of references; by] William E. Collins, P. F. Iampietro. 
Dec. 1972. cover title, [5]+27+ [2] p. il. 4° [Research performed 
at sme AM-—B-70—PSY-24, AM-—B-71-—PSY-—24, and AM-—B-72-— 
29685 73-2. Job attitudes of air traffic controllers, comparison of 3 air traffic control 
specialties [with list of references; by] Roger C. Smith. Jan. 1973. 
cover title, [3] +31+ [2] p. il. 4° 
29686 73-5. Aircraft as an instrument of self destruction [with list of references; by] 
north Y Yanowitch, Jack M. Bergin. March 1973. cover title, [3]+5 
+ p. 4° 


CENSUS BUREAU, Commerce Dept. 
Suitland, MD 20233 


Census Bureau methodological research, 1963-71 key word subject index. 
[1973.] cover title, 230 p. oblong 8° (Data User Services Office, Census 
History Staff.) + @ Item 138 C 56.222/3 : M 56/963-71/ind. 
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29688 Census Bureau methodological research, 1972, annotated list of papers 
and reports; [prepared by Deane Harris]. July 1973. [4]+22+ [2] p. 4° 
* Paper, 60c. @ Item 138 
L.C. card A68-7966 OC 56.222/3 : M 56/972 


29689 1969 census of agriculture: v. 2, General report. ([Agriculture Division.] ) 


chap. 5. Livestock, yon, livestock and poultry products, June 1973. iv+141 
p. 4° aper, $2.10. @Item 152 C 56.227/3 : 969/v.2/chap.5 


1970 census of housing: Components of inventory change HC (4) (series). 

({Housing Division.]) @ Item 155 C 3.224/6: 970/ (nos. ) 

3. oo. Mass., standard metropolitan statistical area. [May 1973.] cover 
tle, iv+74+432 il.4° * Paper, $1.25. 

12. Philsdelphia Pa.-N.J., standard metropolitan statistical area. [May 1973.] 

cover title, iv+74+32 p il.4° * Paper, $1.25. 

13. St. Louis, Mo.-IIl. stanaard snetropolitan statistical area. [May 1973.] cover 

title, iv-+74432 p. il. 4° * Paper, $1.25. 


1970 census of housing: Subject reports HO(7)-(series). ({Housing Divi- 
sion.] ) 
L.O. card 72-6000567 @ Item 155 © 3.224/10 : 970/ (nos. ) 
29693 8. Space utilization of housing inventory. May 1973. xi+440+20 p. il. 4¢ * Pa- 


per, $4.55. 
29694 6. Mobile homes. [June 1973.] cover title, xii+573+20 p. il. 4° * Paper, $5.65. 


1970 census of housing: Supplementary reports, HC (S1)-—(series). 
@ Item 155 C 3.224/8 : 970/ (nos. ) 
12. es facilities by persons per room and by income in 1969 of families 

primary individuals, for United States, 1970, supplementary report. 
Jane 1973. 11 P. 4° Replaces the original May 1973 printing wherein 
tabular pages were arranged incorrectly. * Paper, 25c. 
19. Income of homeowners of mortgaged properties acquired in 1967-71, for 
United States, 1971. June 1973. 7 p.4° * Paper, 20c. 


1970 census of population: v. 1, Characteristics of population. ( [Population 
Division.]) [Table finding guide on lining papers. ] 

L.C. card 72-600086 C 3.233/9 : 970/v.1/pt. (nos. ) 

29697 pt. 2. Aspens. Feb. 1973. vi+993+62 p. il 4° * Cloth, $9.50. @ Item 


59-A-— 
29698 pt. 5. = <r Feb. 1973. vi+960+62 p. il. 4° *Cloth, $9.25. @ Item 
29699 pt.10. District of Columbia. Feb. 19738. vi+516+62 p. il. 4° * Cloth, $6.50. 
@ Item 159-A-10 
29700 ~3=s ppt. 13. — a 1973. vi+533+62 p. il. 4° *Cloth, $6.75. @ Item 
29701 pt. 17. a st 1973. vi+1008+62 p. il 4° *Cloth, $9.50. @ Item 
29702 pt. 22. a ve 1973. vi+999+62 p. il. 4° *Cloth, $9.50. @ Item 


297038 =O opt. 38. rT. Feb. 1978. vi+940+62 p. il 4° * Cloth, $9.00. @ Item 
29704 pt. 50. West Virginia. Jan. 1973. vi+-737+-62 p. il. 4° * Cloth, $9.75. @ Item 
159—-A-51 


29705 1970 census of population: Classified index of industries and occupations. 
Sept. 1971 [published 1973]. [265] p. 4° ([Population Division.]) [Cor- 
rected copy.] * Paper, $2.85. @ Item 154 
L.C. ecard 74-179488 C 8.228: Oc 1/2/970/corr. 


1970 census of population : Subject reports, PC (2)—(series). ( [Population 
Division.]) @ Item 159 
L.C. card 72-600086 C 3.228/10 : 970/v.2/pt. (nos. ) 
29706 1C. a} — of 1. origin. [June 1973.] cover title, x-+-199+24 p. il. 4° 
aper, $2. 
29707 2B. ey for to? and nation. [June 1973.] cover title, xi-+-422-+-24 p. il. 4° 
aper, $4. 
29708 . Family composition. [May 1973.] x+298+24 p. il. 4¢ * Paper, $3.45. 
29709 . Age oe ist marriage. [Apr. 1973.] cover title, ix 1-277 +20 p. iL. 4° * Paper, 
29710 7B. Occu ation and residence in 1965. [June 1973.] xiv+116+21 p. il. 4° 
aper, $2.10. 
1970 census of population: Supplementary vo PC (S1)-—(series). 
@ Item 154 C 3.228/12: 970/ (nos. ) 


29711 42. Selected labor force oun of persons and families for United States, 
1970. June 1978. 3+-[11] p. 4° * Paper, 25c. 


*For Sale by Superintendent of Documents 
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29712 
29713 
29714 
29715 
29716 
29717 
29718 


29719 


29726 
39727 
29728 
29729 
29730 
29731 


29732 
29733 
29734 
29735 
29736 
29737 
29738 
29739 
29740 
29741 
29742 
29743 
29744 
29745 
29746 
29747 
29748 
29749 
29750 
29751 
29752 
29753 
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43. Family income in 1969 by family characteristics for United States, 1970. 
June 1973. > ee p.4° * Paper, 20c. 
44. Age PS earnings ay industry for United States, 1970. June 1973. 4+ [15] 
° Paper, x 
45. Patterns of aaatiog in large metropolitan areas, 1970. June 1973. 2+ [2] 
4° * Paper, 20c. 
46. Lifetime and recent migration by educational attainment for United States, 
1970. June 1973. [9] p. 4° * Paper, 25c. 
47. Characteristics of Negro immigrants to selected metropolitan areas, 1970. 
June 1973. 34 p.4° * Paper, 45c. 
50. — and residence in 1965, for United States, 1970. June 1973. [11] 
4° * Paper, 25c. 
51. Fertility of women by education and family income for United States, 1970. 
June 1973. [13] p. 4° * Paper, 25c. 


1970 census of population and housing: publication and computer tape 
program. June 1973. 8 p. 4° ¢ @ Item 154 C 3.223 : P 96/4/970-3 


1972 census of transportation: Truck inventory and use survey, TC 72-T 
(series). (Transportation Division.) © Item 160—D 
C 56.246/2: TC 72-T (nos. ) 


7. Connecticut. July 1973. [23] p. il. 4° * Paper, 35c. 
40. Rhode Island. July 1973. [23] p. il. 4° * Paper, 35c. 


Census use study: Social and health indicators system, Los Angeles; [by 
John C. Deshaies and others]. [1973.] cover title, xvii+303 p. il. 4° 
[Prepared in cooperation with Office of Economic Opportunity, Office of 
Health Affairs, Office of Planning, Research and Evaluation.] 7+ 
@ Item 131-D C 56.220: So 1/2 


— Social and health indicators system, pt. 2 [secondary sites]. [Pre- 
pared in cooperation with Office of Economic Opportunity, Office of 
Health Affairs, Office of Planning, Research and Evaluation.] 

Rural, Mound Bayou, Miss.; [by John C. Deshaies and others]. [1973.] cover 
title, xv-+267 p. il. 4° ¢ @ Item 131-D C 56.220 : So 1/pt.2/mb 


Changes in schedule D, classification of U.S. customs districts and ports for 
U.S. foreign trade statistics, public bulletin D-2, Jan. 1, 1972 edition, 
Change 2. June 1973.1 p.4° ¢ @ Item 148 C 3.150 : D/972/ch.2 

Computerized geographic coding, series GE 60. 

4. Geographic base file system, establishing continuing program, conference 
proceedin s, Jan. 18 and 19, 1973, Seattle, Wash. May 1973. [8]+-101 p. 


il, 4° aper, $1.25. [ Item 142-F 
L.C. card 73-8 2065 C 56.237: 4 


County business patterns, 1972, CBP (series). ({Economic Statistics and 
Surveys Division.]) [Prepared with assistance of Social Security Ad- 
ministration.] @ Item 133-A 
L.C. card 49-45747 C 56.233 : (nos.) 


Alabama. [July 1973.] cover title, on +104 P il.4° * Paper, $1.80. 
Arizona. [June 1973.] cover title, [2 s+ 46 p. & 4° * Paper, $1.00. 
Arkansas. [July 1973.] cover title, {[2]+8 P. il. “o * Paper, $1.55. 
Colorado. [June 1973.] cover title, [2] +73 p. il. 4° * Paper, $1.45. 
. Connecticut. [July 1973.] cover title, [2] +eL p.il.4° * Paper, $1.25. 
. District of Columbia. [July 1973.] cover title, [2]+21 p. il. 4° * Paper, 


65c. 
. Georgia. [July 1973.] cover title, 149 p. il. 4° * Paper, $2.30. 
. Iowa. [July 1973.] cover title, [2]-+111 p.il.4° * Paper, $1.90. 
. Kansas. [July 1973.] cover title, [2]+91 p.il. 4° * Paper, $1.65. 
. Maine. [June 1973.] cover title, [2] +46 p. il. 4° * Paper, $1.00. 
3. Massachusetts. [June 1973.] cover ttile, (3) 489 p. il. 4° * Paper, $1.65. 
5. Minnesota. [July 1973.] cover title, [2]+107 p.il.4° * Paper, $1.85. 
. Montana. [June 1973.] cover title, [2]+45 p. il. 4° * Paper, $1.00. 
29. Nebraska. [July 1973.] cover title, [2]+72 P il. 4° * Paper, $1.45. 
2-30. Nevada. [June 1973. J cover title, (2) +31 p 4° *Pa 
72-33. New Mexico. [June 1973.] cover title, [3] 446 p. il. 
3. North Dakota. [June 1973.] cover title, [2]+44 p. il. 4° 
88. Oklahoma. [July 1973.] cover title, [2]+85 p. il. ao 
. Rhode Island. [July 1973.] cover title, [2]+38 p. il. 4° * ag 
3. South Dakota. [July 1973.] cover title, [2]+44 Pi il. 4° * Paper, 
. Tennessee. [July 1973.] cover title, [27 +122 p. i ° * Paper, $2. 
. Utah. [June 1973.] cover title, [2]+46 p. il. 4° * Paper, $1.00. 
. Vermont. [July 1973.] cover title, [2]+35p. il.4° * Paper, 90c. 
. Virginia. [July 1973.] cover title, [2]+145 p. il.4° * Paper, $2.25. 
. Washington. [July 1973.] cover title, [2]+81 p. il. 4° * Paper, $1.50. 
. West Virginia. [July 1973.] cover title, [2]+71 p. il. 4° * Paper, $1.35. 
. Wisconsin. [July 1973.] cover title, [2]+122 p. il.4° * Paper, $2.00. 
. Wyoming. [June 1973.] cover title, [2]+30 p. il. 4° * Paper, 85c. 
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29754 Current industrial reports: Asphalt and tar roofing and siding products, 
summary for 1972. July 1972.3 p.4° (Series MA-29A(72)-1.) + Paper, 
25c. @ Item 142-A C 56.216 : MA-29 A(72)-1 


29755 ——— Backlog of orders for aerospace companies. July 1973.5 p. 4° (Series 
MQ-37D(72)-5.) + Paper, 25c. @ Item 142-A 
C 56.216 : MQ-37 D(72)-5 


—— Brassieres, girdles, and allied garments, 1972; [prepared in Industry 
Division]. July 1978. 6 p. 4° (Series MA-23J(72)-1.) + Paper, 25c. 
@ Item 142-A C 56.216: MA 23 J(72)-1 


29757 ——— Confectionery, including chocolate products, summary for 1972; [pre- 
pared in Industry Division]. June 1978. [2]+7 p. 4° (Series M20C(72)- 
18.) + Paper, 15c. @ Item 142-A C 56.216 : M 20 C(72)-13 


—— Consumer, scientific, technical, and industrial glassware, 1972. July 
1978. 2 p. 4° (Series: MA-32H(72)-1.) + Paper, 25c. @ Item 142-A 
C 56.216: MA-32 E}(72)-1 


—— Consumption on woolen and worsted systems, summary for 1972. 
June 1978. 8 p. 4° (Series M-22D(72)-13.) + Paper, 15c. @ Item 
142-A C 56.216: M-—22 D(72)-13 


— — Farm machines and equipment, 1972, Change sheet. July 1973. 2 p. 4° 
(Series MA-35A(72)-1.) ¢ @ Item 142-A 
© 56.216: MA 35 A(72)-—1/ch. 


29761 —_ Fibrous glass, 1972. June 1973. 1 p. 4° (Series MA-32J(72)-1.) 
+ Paper, 25c. @ Item 142-A C 56.216 : MA-382 J (72)-1 


29762 —__ Footwear production by manufacturers’ selling price, 1972; [prepared 
in Industry Division]. July 1973. 4 p. 4° (Series MA-31A(72)-1 
+ Paper, 25c. @ Item 142-A C 56.216 : MA-31A (72)-1 


29763 —— Gloves and mittens, 1972. June 1973. 4 p. 4° By o~ MA-23D (72)-1.) 
+ Paper, 25c. @ Item 142-A C 56.216 : MA-23 D(72)-1 


29764 —_.. Home-type radio receivers and television sets, automobile radios, 
phonographs, and record player attachments, 1972. June 1973. 5 p. 4° 

(Series MA-36M(72)-1.)  ¢ Paper, 25c. @ Item 142-A 
C 56.216 : MA-36 M(72)-1 


—— Industrial gases, 1972; [prepared in Industry Division]. July 1973. 
10p.4° (Series M28C(72)-14.) tt Paper,15c. @ Item 142-A 
C 56.216: M 28 C(72)-14 


29766 ——— Insulated wire and cable, 1972; [prepared in Industry Division]. July 
1978. 9 p. 4° (Series MA-33L(72)-1.) Paper, 25c. @ Item 142-A 
C 56.216 : MA-33 L(72)-1 


29767 ——— Metalworking machinery, summary for 1972. June 1973. [2]+11 p. 4° 
(Series MQ-35W (72)-5.) + Paper, 25c. @ Item 142-A 
© 56.216 : MQ-35 W (72)-5 


—— Motors and generators, 1972. July 1973. 10 p. 4° (MA-36H(72)-1.) 
+ Paper, 25c. @ Item 142-A C 56.216 : MA-36 H(72)-1 


—— Plastics bottles, summary for 1972; [prepared in Industry Division]. 
July 1978. 2 p.4° (Series M30E(72)-18.) +t Paper, 15c. @ Item 142-A 
C 56.216: M 30 B(72)-13 


—— Plumbing fixtures, summary for 1972. June 1973. 9 p. 4° (Series 
MQ-34H(72)-5.) +t Paper, 25c. @ Item 142-A 
© 56.216 : MQ 34 B(72)-5 


—— Pumps and compressors, 1972; [prepared in Industry Division]. June 
1978. 8 p. 4° (Series MA-35P(72)-1.) + Paper, 25c. @ Item 142-A 
C 56.216 : MA-35 P(72)-1 


—— Softwood plywood, 1972. June 1973.4 p. 4° (Series MA-24H(72)-1.) 
t Paper, 25c. @ Item 142-A C 56.216 : MA-24 H(72)-1 
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29773 —_— Textured yarn production, 1972; [prepared in Industry Division]. July 
1973. 3 p. 4° (Series MA-22F.1(72)-1.) 7 Paper, 25c. @ Item 142-A 
C 56.216: MA-22 F.1(72)-1 


29774 Tire cord and tire cord fabrics, summary for 1972. June 1973. 3 p. 4° 
(Series MQ-22T.4(72)-5.) f Paper, 25c. @ Item 142-A 
C 56.216 : MQ-22 T.4(72)-5 


Wool broadwoven goods, summary for 1972. June 1973. 4 p. 4° 
(Series MQ-22T.3(72)-5. + Paper, 25c. @ Item 142-A 
C 56.216 : MQ-22 T.3(72)-5 
Current population reports: Series P-23, Special studies. * Paper, $30.50 
(including Series P-20, P-—23, P-25, P-26, P-27, P-28 Summaries, P-60, 
and P-65 for one year), $7.75 additional for foreign mailing; single 
copy, prices vary. 
29776 46. Social and economic status of black population in United States, 1972 [pre- 
pared by Nampeo D. R. McKenney and others]. [July 1973.] iv+116 
p. 4° * Paper, $2.25. @ Item 142-C C 56.218 : P-23/46 
Current population reports: Series P-25, Population estimates and projec- 
tions. * Paper, $30.50 (including Series P-20, P-23, P-—25, P-26, P-27, 
P-28 summaries, P-60, and P-65 for one year), $7.75 additional for 
foreign mailing; single copy, prices vary. @ Item 142-C 
C 56.218: P-25/(nos.) 
502. Estimates of population of United States to May 1, 1973. June 1973. 2 p. 
il. 4° * Paper, 15c. 
503. a We of population of United States to June 1, 1973. July 1973. 2 p. 
.4° * Paper, 15c. 
Current population reports: Series P-26, Federal-State cooperative pro- 
gram for population estimates. * Paper, $30.50 (including Series P-20, 
P-23, P-25, P-26, P-27, P-28 summaries, P-60, and P-65 for one year), 
$7.75 additional for foreign mailing; single copy, prices vary. @ Item 
142-C C 56.218 : P—-26/ (nos. ) 
29779 42. Estimates of population of Massachusetts Counties, July 1, 1971 and July 1, 
1972. July 1973.3 p.4° * Paper, 25c. 
29780 43. Estimates of me es of Kansas counties July 1, 1971 and July 1, 1972. 
July 1973.4 p.4° * Paper, 25c. 


29781 44. Estimates of Dopulation Pot North Carolina counties, July 1, 1971 and 
July 1, 1972. July 1973.4 p.4° * Paper, 25c. 


Current population reports: Series P-60, Consumer income. ( [Population 
Division.]). * Paper, $30.50 (including Series P-—20, P-23, P-25, P-26, 
P-27, P-28 summaries, P-60, and P-65 for one year), $7. 75 additional for 
foreign mailing ; single copy, prices vary. 

89. Household money income in 1972 and selected social and economic charac- 
teristics of households. [1973.] 1+28 p. 4° * Paper, $1.00. @ Item 142-C 
C 56.218 : P 60/89 

Current population reports: Series P-65, Consumer buying indicators. 
* Paper, $30.50 (including Series P-20, P-23, P-25, P-26, P-27, P-28 
summaries, P-60, and P-65 for one year), $7.75 additional for ouienn 
mailing ; single copy, prices vary. 

46. Recent purchases of cars, houses, and other durables and expectations to buy 
during months ahead, survey data through April 1973. July 1973. ii+18 

p. 4° [Issued with perforations.] * Paper, 45c. @ Item 142-C 
C 56.218: P 65/46 

Employment and population, changes, special economic reports series 
ES 20, ({Economic Statistics and Surveys Division. ] ) 

29784 72-3. Geographic division and States, [changes in employment by industry be- 
tween 1959 and 1969 and in population 1960 and 1970]. [1972.] cover 
title, [2]+21 p. 4° * Paper, 30c. C 56.240 : 72-3 
29785 Manufacturers’ shipments, inventories and orders, 1967-73. June 1973. 
cover title, 85 p. 4° (Series M3—1.5; [Industry Division].) [Text on p. 2 

of cover.] + Paper, $1.25. @ Item 227-B 
L.C. card 70-608811 C 56.245: 1.5 


29786 1972 boundary and annexation survey. May 1973. [3]-+-56 p. il. 4° * Paper, 
85c. @ Item 148-D 
L.O. card 73-600122 C 56.249 : 972 


#For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries Page 11 





GOVERNMENT PUBLICATIONS 


U.S. foreign trade: FT 450-72, Exports, commodity groupings by world 
area, annual 1972, Schedule B groupings, world area and country, 
method of transportation. [June 1973.] cover title, xiv-+386 p. ( [Foreign 
Trade Division.]) [Revised through Dec. 1972 statistics.] * Paper, 
$3.70. @ Item 144 
L.C. card 68-62862 C 56.210 : 450/72 


} —__— FT 986-72, Airborne exports and general imports, annual 1972, shipping 


29790 


29791 
29792 


29795 


weight and value, customs district and continent. July 1973. 4 p. 4° 
+ Paper, 10c. @ Item 144 C 56.210 : 986-72 


United States maps GE—50 (series). 
52. Number of persons of Spanish origin by counties of United States, 1970; pre- 
red 7 5.000008. 500 Division in cooperation with Population Division. 
cale 1 00 mi=6.2 in. 1973. 30 x 42 in. [Albers equal area 
a standard parallels 29%4 and 45%. Population data from 1970 
census of population. Definitions of SMSA’s from Office of Management 
and Budget, Executive Office of President, Feb. 1971. Map is s ored. 
* Paper, Oc. (S/N 0324-00187). @ Item 146-K C 56.242: 5 
We the Americans (series). ([Public Information Office.]) rn from 
1970 census.] @ Item 146-H OC 56.234 : (nos. ) 
7. oF. gue and suburbs. [May 1973.] [4]+14 p. il. 4° * Paper, 45c. @ Item 
11. Young marrieds. [June 1973.] 16 p. il. 4° * Paper, 4 
14. WSobasy- of America. [June 1973.] 16 p. il. 4° Fhame. 40c. (S/N 0324-— 


CENTER FOR DISEASE CONTROL, Health, Education, 
and Welfare Dept., Atlanta, GA 30333 


Center for Disease Control zoonosis surveillance, annual summary, rabies, 
1972. [June 1973.] [2]+8+ [13] p. il. 4° [Issued with perforations.] + 
HE 20.2300/9 : R 11/3/972 


CENTRAL INTELLIGENCE AGENCY 
Washington, DC 20505 


Guatemala; [colored map]. Scale 1: 1,510,000, 2.1 in.=50 mi. [Dec. 1972.] 
25 x 16 in. [Includes illustrations showing population, vegetation and 
economic activity. Issued in envelope for mailing.] * Paper, 65c. (S/N 
4115-00029). @ Item 856-A-1 PrEx 3.10/4: G93 


Hungary; [colored map]. Scale 1: 1,250,000, 2.6 in.=50 mi. [Jan. 1973.] 
19 x 18 in. [Includes illustrations showing population, fuels and in- 
dustry, and land utilization. Issued in envelope for mailing.] * Paper, 
60c. (S/N 4115-00081). @ Item 856—-A-1 PrEx 3.10/4: H 89 

Indonesia ; [colored map]. Scale 1: 7,740,000, 3.3 in.=400 mi. [Sept. 1972.] 
22 x 30 in. [Includes illustrations showing population, economic activity, 
ethnolinguistic and vegetation. Issued in envelope for mailing.] * Paper, 
$1.00 (S/N 4115-00027). @ Item 856—-A-1 PrEx 3.10/4: In 2/2 


7 Morocco; [colored map]. Scale 1: 2,430,000, 2 in.=75 mi. [Jan. 1973.] 


18 x 29 in. [Includes illustrations showing Ethnolinguistic groups, popu- 
lation and economic activity. Issued in envelope for mailing.] * Paper, 
65c. (S/N 4115-00086). @ Item 856—A-1 PrEx 3.10/4: M 82 
Nigeria; [colored map]. Scale 1: 2,950,000, 1.6 in.—75 mi. [Dec. 1972.] 
26 x 23 in. [Includes illustrations showing vegetation, economic activity, 
population, tribal groups. Issued in envelope for mailing.] ‘* Paper, 
65c. (S/N 4115-00084). @ Item 856—A-1 PrbPx 3.10/4: N 56 


North Korea ; [colored map]. Scale 1: 1,220,000, 2.6 in.=50 mi. Nov. 1972. 
27 x 23 in. [Includes illustrations showing population, economic activity, 
and land utilization. Issued in envelope for mailing.] * Paper, 75c. 
(S/N 4115-00030). @ Item 856—A-1 PrEx 3.10/4: K 84 


Yemen (San’a’) ; [colored map]. Scale 1: 1,280,000, 2.5 in.—50 mi. Feb. 1973. 
21 x 20 in. [Includes illustrations showing distribution of population 
and land utilization. Issued in envelope for mailing.] * Paper, 60c. 
(S/N 4115-00083). @ Item 856—-A-1 Prbx 3.10/4: Y 3/2 
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29802 


29803 


29804 


29805 


29806 


29807 


29808 


29809 


29810 


29811 


29812 
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Yugoslavia ; [colored map]. Scale 1: 1,860,000, 3.5 in.=100 mi. [Mar. 1973.] 
17 x 27 in. [Includes illustrations showing population, land utilization, 
industrial centers and resources. Issued in envelope for mailing.] 
* Paper, 65c. (S/N 4115-00085). @ Item 856—A-1 PrEx 3.10/4: Y 9 


Zaire; [colored map]. Scale 1: 5,000,000, 2.5 in.=200 mi. Feb. 1973. 18 x 29.5 
in. [Includes illustrations showing population, agriculture, vegetation, 
minerals and industry. Issued in envelope for mailing.] * Paper, 65c. 
(S/N 4115-00032). @ Item 856—A-1 PrEx 3.10/4:Z1 


CIVIL SERVICE COMMISSION 
Washington, DC 20415 


Achievements 1972, Federal incentive awards program, Civil Service Com- 
mission. [1973.] cover title, [5] p.il.4° [Text on p.2 and 4ofcover.] ft 
CS 1.2: Ac 4/2/972 

Amendment to announcement 409, technical assistant. Nov. 15, 1973. [2] 
p. 4 + @Item 292 CS 1.26: 967/409/amdt. 


Collective bargaining in Federal sector, where we are, where we may be 
going, implications for managers. [Rev. 5—-73.] [1973.] cover title, 55 p. il. 
4° (CST-26 9403, RN-77; Labor Relations Training Center, Bureau of 
Training.) * Paper, 80c. (S/N 0600-00722). @ Item 295 CS1.2: C68 


Displaced employee program, questions and answers about placement 
assistance for Federal employees who have lost their jobs. [June 1973.] 
8 p. narrow 8° ([OPA51.]) * Paper, 20c. (S/N 0600-00718). ©@ Item 
245 CS 1.2: Em 7/15/9738 

Federal employees political participation. 1972. [3]+11 p. il. 4° (GC—46.) 
[Page 10 left blank for notes.] 7 CS 1.2: P 75/4 


Federal jobs in engineering, physical sciences & related professions, GS-5 
through GS-15 [announcement 424]. [Revised June 1973.] [1973.] 29 p. 
il. 4° ({Bureau of Recruiting and Examining.]) + @ Item 292 

CS 1.26 : 970/424/rev.—2 


Job qualification system for trades and labor occupations, handbook X-118 
Cc. Apr. 1973. 4 p. 4° [Issued with perforations. Includes transmittal 
sheet 3.] * Paper, 20c. (S/N 0600-00719). @ Item 290-A 

CS 1.45: X-118 C/2/trans.3 


Management sciences training center catalog. [1973.] cover title, [2]+34 
p. 4° (Bureau of Training.) f CS 1.2: M31/9 


Personnel management series. 
23. Severance pay, what it is. Revised Mar. 1973. [1973.] [6] p. narrow 8° (Bu- 
reau of Policies and Standards.) * Paper, 20c. (S/N 0600-00691). @ Item 
300-A CS 1.54 : 23/2 
Summer jobs in Federal agencies, operations manual. Oct. 1972. cover 
title, [49] p. il. 4° (Bureau of Recruiting and Examining.) [Issued 
with perforations.] + CS 1.7/4: Su6 


COAL RESEARCH OFFICE, Interior Dept. 
Washington, DC 20240 


Research and development report. 


61, interim report 6. Preparation of molecular sieve materials from anthracite 
{with list of references]; by [Raman Lal Patel and P. L. Walker, jr.] 


Coal Research Section, College of Earth and Mineral Sciences, Pennsy - 
vania State University. Mar. 15, 1973. * Paper, 85c. (S/N 2416-00002). 
@ Item 606—C-2 I 63.10: 61/int.6 


COAST GUARD, Transportation Dept. 
Washington, DC 20591 


Coast Guard reserve part-time job with full-time rewards. [1973.] [12] p. 
il. 4° (PTP-411.) [Illustrations are colored.] + @ Item 934 
TD 5.2: R31/2 


#For Sale by National Technical Information Service, 
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29817 


29818 


29819 


29820 


29821 


29822 
29823 
29824 


29825 


29826 


29827 


GovERNMENT PUBLICATIONS 


Spring flood, 1973, helping others; by Dale L. Pickett. [1973.] cover title, 
[16] p. il. 4° + @ Item 934 TD 5.2: F 65/973 


COMMERCE DEPARTMENT 
Washington, DC 20230 


Nots.—Requests to the Commerce Depertment for publications should give 
the full title and the date of the publication. not eae Monthly Catalo 
entry numbers or Superintendent of cuments oF FR . numbers which shoul 
be used only when ordering from the Superintendent of Documents. 

Address by Secretary of Commerce Frederick B. Dent, prepared for de- 
livery before National Society of Sons of American Revolution, 83d 
annual congress, West Palm Beach, Fla., June 26, 1973. [1973.] 9p. 4° + 

© 1.18: D 48/18 


Directory of minority media. June 1973. ix+89 p. 4° (Office of Minority 
Business Pnterprise.) * Paper, $1.25. @ Item 128 C 1.2: M 66/11 


How to sell to United States Department of Commerce. [June 1972.] cover 
title, 16 p. il. oblong 12° [Text on p. 2-3 of cover.] + ©1.8/8: Se4/972 


Interagency Auditor Training Center bulletin for fiscal year 1974. [1973.] 
44p.il. + @ Item 126-D-2 C1.61: 974 


World weather program, plan for fiscal year 1974. [1973.] viii+-40 p. il. 4° 
[Prepared in cooperation with Defense Dept., State Dept., Transporta- 
tion Dept., Environmental Protection Agency, Atomic Energy Commis- 
sion, National Aeronautics and Space Administration, National Science 
Foundation.] * Paper, 7ic. @ Item 128 C1.2: W 89/974 


CONGRESS 


Memorial addresses and other tributes in Congress of United States on 
life and contributions of William Benton, 98d Congress, 1st session. 1973. 
vi+[1]+110+[1] p. por. ¢ @ Item 10056 
L.©. card 73-602392 Y7.1:B44 


Congressional serial set 


Nore.—During each session of Congress the House and Senate documents and 
reports are accumulated into bound volumes comprisi the Congressional serial 
set. No catalog entry is made for the volumes of the Serial set since the documents 
and reports contained therein have been previously listed in the Monthly catalog. 

The following bound volumes were sent to depository libraries during the period 
of this catalog: 


House documents: 
no. 72, 98d Con Ss, ist session, 73d Convention, 1972, Veterans of Foreign 
Wars of U.S. [Serial 13031-5]. @ Item 995-L 
nos. 104, 109-110, 125, 162, 91st Congress, ist session, House miscellaneous docu- 
ments V [Serial 12850-5]. @Item 995-G 
Stem 8 ist session, Compilation of social security laws 
tem 
2, ongress. a session, Compilation of social security laws 
[Serial i3osd-2]" % Item 995- 


Senate document: 
no. 1, 98d Congress, ist session, Senate manual [Serial 18024]. @Item 1048 


Senate reports: 


Nos. 877-500, with exceptions, 91et Congress, ist session, Senate miscellaneous 
reports on public bills I1I [Serial rym @ Item 1007-A 


Laws 


Notgs.—The Federal laws are first published separately and in this form are 
known as “slip laws”. Later, these laws are compiled, edited, indexed, and published 
in the volumes of the Statutes at large. 


Public laws, 98d Congress. @ Item 575 
Nots.—Public laws in slip form in an first prints may be obtained from the 
Superintendent of Documents, Washington, DC B04 0402, at a subscription price of 
$36.00 I ig! session, $9.00 additional for foreign mailing ; single copies vary in price. 
68. 8S. 1938, act to extend time for conducting referendum with respect to national 
marketin quotas for wheat for mar eting year beginning July 1, 1974, 

Approved July 10,1973.1p. * Paper, 1 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing 
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Ocroser 1973 


29828 . H.R, 7670, act to authorize appropriations for fiscal year 1974 for certain 

maritime programs of Department of Commerce. Approved July 10, 1973. 
. * Paper, 10c. 

29829 . H.R. 6187, act to amend sec. 502(a) of Merchant marine act, 1936. Approved 
July 10,1973.1p. * Paper, 10c. 

29830 2. H.R. 6330, act to amend sec. 8 of Public buildings act of 1959, relating to 
District of Columbia. Approved July 10,1973,1p. * Paper, 10c. 

29831 3. H.R. 5452, act to extend and make technical corrections to National sea 
grant college and program act of 1966, as amended. [Approved July 10, 
1973.] 2p. * Paper, 10c. 


ATOMIC ENERGY JOINT COMMITTEE 
Washington, DC 20515 


29832 AEC authorizing legislation fiscal year 1974, hearings, 93d Congress, 1st 
session. Y¥ 4.At 7/2: L 52/974/pt.4 
pt. 4.  —"s technology, space nuclear systems, radioactive waste management, 

Mar. 20 and 22, 1973. 1973. x +2245-—3421+-ili p. il. * Paper, $5.90 (S/N 
5270-01856). @ Item 999 


29833 Military applications of nuclear technology, hearing, before Subcommittee 
on Military Applications, 98d Congress, 1st session. 
L.C. card 73-602423 Y 4.At 7/2: N 88/13/pt.1 
pt. 1. Ape. 36, 1973. 1973. 1i+-54 p. * Paper, 50c. (S/N 5270-01870). @ Item 


CONFERENCE COMMITTEE 
Washington, DC 20515 


29834 H.R. 8410 continuation of existing temporary increase in public debt limit, 
brief description of Senate amendments prepared for use of conferees ; 
June 27, 1973. 1973. iii+7 p. (Conference Committee print, 93d Congress, 
1st session.) f 
L.C. card 73-602236 Y 4.C 76/1: P 96 


ECONOMIC JOINT COMMITTEE 
Washington, DC 20510 


Studies in public welfare, prepared for use of Subcommittee on Fiscal 
Policy. 1973. (Joint Committee print, 98d Congress, Ist session.) [In- 
cludes list of recent publications of Subcommittee on Fiscal Policy.] 

Y 4.Ec 7: W 45/paper 8 
29835 paper 8. Income-tested social benefits in New York, adequacy, incentives and 
equity, study by Blanche Bernstein ; July 8, 1973. 1973. viii+168 p. 
* Paper, $1.50 (S/N 5270-01862). 
L.C. card 73—602564 


HOUSE OF REPRESENTATIVES 
Washington, DC 20515 


1972 annual report of political committee supporting candidates for House 
of Representatives. [Compiled by W. Pat Jennings, Supervisory Officer 
and Clerk of House of Representatives. Published pursuant to provisions 
of Federal election campaign act of 1971, Public law 92-225 of Feb. 7, 
1972.] @ Item 998-C 

29836 I.D. 008885. Operation housecleaning. [1973.] [64] p. 4° * Paper, 75c. 
Y 1.2/4 : 008885 
House documents 


Notg.—All House documents, entries for which are followed by a f, may be 
obtained from the House Documents Room or from the issuing office. 


House documents, 81st Congress. 


29837 381. Foreign relations of United States, 1948: v. 7, Far East: China. 1973. vi 
+887 p. ([Publication 8678, Historical Office, Bureau of Public Affairs.]) 
*(Available in departmental edition, Cloth, $6.50, S 1.1: 948/v. 7, and 
sent to depositories in that form. See Entry no. 30645.) 


House documents, 93d Congress. 


29838 4. 1972 annual report of Chief of Engineers on civil works activities, v. 1. 
[1973.] cover title, iv+-121 p. il. 4° * (Available in departmental edition, 
$360, , 103.1 :972/v. 1 and sent to depositories in that form. See Entry no. 
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GOVERNMENT PUBLICATIONS 


House documents, 98d Congress—Continued 

29839 18. 39th annual report 1971-72, Farm Credit Administration, cooperative farm 
credit system. [1973.] xi+114 p: il. *f [Also issued in departmental 
edition FCA 1.1.972 and sent to depositories in that form. See Entry 
no. 30209.] 

29840 26. 1972 annual report of Tariff Commission, fiscal year. 1973. v+33 p. il. 4° 
({TC publication 536.]) ‘* (Available in departmental edition, 65c., TC 
1.1 :972, and sent to depositories in that form. See Entry 30659.) 

29841 2. Proceedings of 73d National Convention of Veterans of Foreign Wars of 
United States (summary of minutes), Minneapolis, Minn., Aug. 20-25, 
1972; Mar. 28, 1973. 1973. xiv+166 p. 2 p. of por. ¢ (To be sent to 
depository libraries in serial set binding.) 

Proceedings of stated convention of 74th National Encampment United 

Spanish War Veterans, Portland, Oreg., Sept. 10-14, 1972; Apr. 30, 1973. 
1973. 1114-96 p. 2 p. cf por. f (To be sent to depository libraries in 
serial set binding.) 

29843 94. Audit of Export-Import Bank of United States for fiscal year 1972, com- 
munication from Comptroller-General of United States transmitting re- 
port ; May 1, 1973. 1973. [6] +37 p.4° + @ Item 996 

29844 . 7th annual report, Equal Employment Opportunity Commission [fiscal 
year 1972]. [1973.] cover title, [1]+72 p. il. 4° ‘*(Available in de- 
partmental edition, 95c., Y 3.Eq 2:1/972, and sent to depositories in that 
orm. See Entry no. 30207.) [Text on page 2 of cover. ] 


House reports 


Nore.—For titles of bills which these reports accompany, see Congressional 
record index. 


House report on private bills, 98d Congress. + House Document Room, 
Capitol. @ Item 1008-B 


387. Authorizing Secretary of Interior to sell reserved mineral interests of United 
States in certain land in Missouri to Grace F. Sisler, record owner of 
surface thereof. Report from Committee on Interior and Insular Affairs to 
accompany H.R. 7087, July 20, 1973. 3 p. 


House reports on public bills, 98d Congress. + House Document Room, 
Capitol. @ Item 1008-A (No. 329 is sold by the Superintendent of 
Documents. ) 

29846 288. — ower development and training act extension. Report together with 
ninority, additional, and dissenting views from Committee on Education 
and Labor to accompany H.R. 7950. June 18, 1973. 15 p. 
29847 292. Providing for consideration of H.R. 8510. = from Committee on Rules 
to accompany H. Res. 446. June 19, 1973. 
29848 . Providing for consideration of H.R. 8662. Report from Committee on Rules 
to accompany H. Res. 447. June 19, 1973. 
29849 294. Waiving points of order against bE a RE items of appropriation in bill 
H.R. 8760. ~~ from Committee on Rules to accompany H. Res. 448. 
June 19, 1973. 
29850 . Deferral of wheat referendum. ee from Committee on Agriculture to 
accompany 8S. 1938. June 20, 1973. 3 p. 
2. Railroad safety and hazardous materials control amendments of 1973. Re- 
port from Committee on Interstate and Foreign Commerce to accompany 
H.R. 8813. June 21, 1973. 3 p. 
. Amending reorganization plan 2 of 1973. Report together with separate 
views from Committee on Government Operations to accompany H.R. 
8245. June 21, 1973. 11 p. 
. One-year increase in authorization under Wagner-O’Day act. Report from 
br aon on Government Operations to accompany H.R. 7423. June 21, 
1 . Pp. 
9. Extension of existing suspension of duty on certain dyeing and tanning 
materials. Report from Committee on Ways and Means to accompany 
H.R. 3630. June 21, 1973. 3 p. 
. Extension of existing su “yoo of duty on manganese ore. Report from 
eee on Ways and Means to accompany H.R. 6676. June 21, 1973. 


DP. 

29856 3. Duty exemptions for certain foreign repairs made to vessels owned by or 
operated for United States. Report from Committee on Ways and Means 
to accompany H.R. 8217. June 21, 1973. 3 p. 

29857 314. Waiving points of order against bill H.R. 8825 for failure to comply with pro- 
visions of clause 2, rule XXI. Report from Committee on Rules to accom- 
pany H. Res. 453. June 21, 1973. 1 p 

29858 318. Amending International economic * act of 1972. Report from Committee 
on Banking and ‘ery! topethe er with additional views to accompany 
H.R. 8548. June 22, 1973. 

29859 . Railroad retirement amendments of 1973. Conference report to accompany 
H.R. 7200. June 22, 1973. 14 p. 


29860 . Hazardous occupation canemibenaien for customs and yo inspectors 
for civil service retirement purposes. Bapert from Committee on Post 
Office and Civil Service to accompany H.R. 6078. June 22, 1973. 7 p. 
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29861 


29862 
29863 


20864 


29865 


29866 
29867 
29868 


29869 


29870 


29871 


29872 


29878 


29879 
29880 
29881 


29882 


29883 


29884 


29885 


29886 


29887 


29888 


29889 


29890 


Ocroper 1973 


Department of Interior and related agencies appropriation bill, 1974. Re- 
port from Committee on Appropriations to accompany H.R. 8917. June 22, 
1973. 68 p. 

Reform of our correctional systems. Report by Select Committee on Crime, 
June 26, 1973. 1973. viii+-75 p. * Paper, 60c. 

Providing for consideration of H.R. 8538. Report from Committee on Rules 
to accompany H. Res. 467. June 26, 1973. 1 p. 

Providing for printing of additional copies of House report entitled Reform 
of our correctional systems. Report from Committee on House Administra- 
tion to accompany H. Res. 462. June 28, 1973. 1 p. 

Extending certain privileges and immunities to Organization of African 
Unity. Report from Committee on Ways and Means to accompany H.R. 
$219. June 28, 1973. 3 p. 

Second supplemental appropriations bill, 1973. Report from Committee on 
Agprepertions to accompany H.R. 8055. June 28, 1973. 4 p. 

NASA authorization of appropriations for fiscal year 1974. Conference report 
to accompany H.R, 7528. June 28, 1973. 12 p. 

Public debt limitation, Social security benefit increase, etc. Conference 
report to accompany H.R. 8410. June 28, 1973. 3 p. 

Summary of proceedings and debate, pilot study. Report of Joint C ‘ommittee 
on Congressional Operations; June 29, 1973. 1973. vi+[1]+ 373 p. (To 
be sent to depository libraries in serial set binding.) 

Flood disaster protection act of 1973. Report together with supplemental 
views from Committee on Banking and Currency to accompany H.R. 8449. 
June 29, 1973. 25 p. 

Toxic substances control act of 1973. Report of Committee on Interstate 
and Foreign Commerce, together with dissenting and supplemental views, 
on H.R. 5356; June 29, 1973. 1973. iii+76 p. 

Public debt limitations. Conference report to accompany H.R. 8410. June 30, 
1973. 3 p. 

Extension for President’s National Commission on Productivity. Report 
from Committee on Banking and Currency to accompany S. 1752. July 10, 
1973. 3 p. 

Emergency medical services systems act of 1973. Conference report to ac- 
company S. 504. July 10, 1973. 29 p. 

Establishing within Department of Interior an additional Assistant Secre- 
tary of Interior for Indian Affairs, and for other purposes. Report from 
Committee on Interior and Insular Affairs to accompany H.R. 620. July 16, 
1973. 5 p. 

Determining rights and interests of Choctaw Nation, Chickasaw Nation, and 
Cherokee Nation in and to bed of Arkansas River below the Canadian 
Fork and to eastern boundary of Oklahoma. Report from Committee on 
Interior and Insular Affairs to accompany H.R. 5089. July 16, 1973. 5 p. 

Providing for distribution of funds appropriated in satisfaction of certain 
judgments of Indian Claims Commission and Court of Claims, and for 
other purposes. Report from Committee on Interior and Insular Affairs 
to accompany H.R. 8029. July 16, 1973. 7 p. 

Employer contributions to jointly administered trust funds established 
to defray costs of legal services. Conference report to accompany S. 1423. 
July 17, 1973. 3 p. 

Providing for consideration of H.R. 5356. Report from Committee on Rules 
to accompany H. Res. 493. July 17, 1973. 1 p. 

Providing for consideration of H.R. 8449. Report from Committee on Rules 
to accompany H. Res. 494. July 17, 1973. 1 p. 

Providing for consideration of H.R. 8929. mepeet from Committee on Rules 
to accompany H. Res. 495. July 17, 1973. 1 

Authorizing appropriations, fiscal year 1974, for military procurement, 
research and development, active-duty and reserve strength, military 
training student loans, and for other purposes. Report together with addi- 
tional views from Committee on Armed Services to accompany H.R. 9286. 
July 18, 1973. 150 p. i 

Amendment to section 5 of Euratom cooperation act of 1958, as amended. 
Report by Joint Committee on Atomic Energy to accompany H.R. 8867. 
July 19, 1973. 1973. ii+-10 p. 

Providing for conveyance of certain mineral rights in and under lands 
in Onslow County, N.C. Report from Committee on Interior and Insular 
Affairs to accompany H.R. 3436. July 20, 1973. 5 p. 

Treasury, Postal Service and general Government appropriation bill, 1974. 
Report from Committee on Appropriations to accompany H.R. 9590. 
July 25, 1973. 57 p. 

Law enforcement assistance amendments. Conference report to accompany 
H.R. 8152. July 26, 1973. 34 p. 

Extending Environmental education act. Report from Committee on Edu- 
eation and Labor together with minority and additional views to accom- 
pany H.R. 3927. July 26, 1973. 24 p. 

Eisenhower Memorial. Report from Committee on Banking and Currency 
together with separate, additional and dissenting views to accompany S. 
1264. July 26, 1973. 16 p 

Domestic volunteer service act of 1973. Report from Committee on Educa- 
tion and Labor to accompany H.R. 7265. July 26, 1973. 43 p. 

Public works appropriation, 1974. Conference report to accompany H.R. 
8947. July 26, 1973. 30 p. [Corrected print. ] 
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House reports on public bills, 98d Congress—Continued 


29891 412. Endangered and threatened Fe my conservation act of 1973. Report from 
Committee on Merchant Marine and Fisheries to accompany H.R. 37. 
July 27, 1973. 40 p. 


Agriculture Committee, House 
Washington, DC 20515 


[Committee hearing] serial, 98d Congress. 


J. Inquiry into - between retail food prices and —- received by farmers, 
hearings before Subcommittee on Department Operations, 93d Congress, 
ist session, Mar. 22—Apr. 5, 1973. 1973. ili+142 p. ¢t @ Item 1010 
L.C. card 73-602378 Y 4.Ag 8/1: P 93/11 


Appropriations Committee, House 
Washington, DC 20515 


Federal expenditures at San Clemente and Key Biscayne, hearings before 
Subcommittee on Treasury, Postal Service and general Government Ap- 
propriations, 98d Congress, ist session. 1973. ii+67 p. + @ Item 1011 
L.C. card 73-602327 Y 4.Ap 6/1: Sade 


Armed Services Committee, House 
Washington, DC 20515 


Papers, 98d Congress. 


Notse.—These papers consist largely of hearings. A are paged continuously 
for binding at the end of session of Congress under title “Hearings before Com- 
mittee on Armed Services of the House of Representatives on sundry legislation 
affecting the naval and military establishments.” Title page, contents, and index 
are issued for each volume. 


9. Hearings on cost escalation in defense procurement contracts and military 
Saye and H.R. 6722, 93d Congress, Ist session, hearings held Mar. 28— 
une 14, 1973. 1978. 
L.C. card 73—602347 Y 4.Ar 5/2a: +’ aoe 
pt. 1. 1-1025 p. * Paper, $5.30 (S/N 5270-01895). @ Item 101 
pt. 2. 1027-2066 p. il. * Paper 5.30 (S/N 5270-01896). 
pt. 3. 1973. 2067-3614 p. iL . ‘aper, $7.25 (S/N 5270-01897). 
pt. 4. 3615-4409+ xxiv p. * Paper, $4.20 (S/N 5270-01898). 


Banking and Currency Committee, House 
Washington, DC 20515 


29895 To extend and define functions of National Commission on Productivity and 
Work Quality, hearing, 98d Congress, Ist session on S. 1752, June 20. 
1978. 1978. iii+46 p. ¢ @ Item 1013 
L.C. card 73-602175 Y 4.B 22/1: P94 


Committees, Select Committee on, House 
Washington, DC 20515 


Nots.—The Select Committee on Committees was established by H. Res. 132, 
93d Congress, Ist session. 
29896 Committee organization in House, hearings, 98d Congress, 1st session 
May 2—June 8, 1973. 1973. 
L.C. card 73-602430 Y¥ 4.0 73/6: Or 3/v.1/pt.1 
v. 1, pt. 1. May 2-18, 1973. iv+1-340 p. iL t @ Item 1009 


Crime, Select Committee on, House 
Washington, DC 20515 


29897 Street crime in America, hearings, 98d Congress, Ist session Apr. 9-May 9, 
1973. @ Item 1009 
L.C. card 73-602336 Y 4.C 86/8 : St 8/pt. (nos. ) 
pt. 1. Police response. 1973. x+1-646 p. il * Bogor, 8.50 (S/N 5270-01871). 


pt. 8. Prosecution and court innovations. 1973. x+ 1869 p. il. * Paper, $2. 
(S/N 5270-01878). 
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Ocroper 1973 


District of Columbia Committee, House 
Washington, DC 20515 


29598 Establishment of rent control authority in District of Columbia, hearings 
before Subcommittee on Labor, Social Services and International Com- 
munity, 93d Congress, lst session on H.R. 4771, Apr. 16 and 19, 1973. 
1973. iv+128 p. ~ @ Item 1014 
L.C. card 73-602481 Y 4.D 68/1: R 29/5 


Education and Labor Committee, Hcuse 
Washington, DC 20515 


29899 Education of handicapped act amendments, hearings before Select Sub- 
committee on Education, 98d Congress, lst session on H.R. 4199, Mar. 9- 
21, 1973. 1973. iv+1938p. 7 @ Item 1015 
L.C. card 73-602427 Y 4.Ed 8/1: O11/4/973 
29900 Estimates of cost of vesting in pension plans, prepared for General Sub- 
committee on Labor by Howard E. Winklevoss, 98d Congress, 1st session ; 
Feb. 1973. 1973. vii+49 p. (Committee print.) f 
L.C. card 73-602230 Y 4.Ed 8/1: P 38/2 
29901 Oversight hearing on older Americans, hearing before Select Subcommittee 
on Education, 98d Congress, 1st session, on investigation of Older Ameri- 
cans act of 1965, to provide grants to States for establishment, mainte- 
nance, operation, and expansion of low-cost meal programs, nutrition 
training and education programs, opportunity for social contacts, and 
for other purposes, Apr. 14, 1973. 1973. iv+191 p. il [Hearing held in 
Los Angeles, Calif.] + @ Item 1015. 
L.C. card 73-602427 Y 4.Ed 8/1: O1 1/4/973 
Jnited States District Court opinion and order relating to relationship 
between legislative and executive branches of the Government and Eco- 
nomic opportunity act; May 1973. 1973. iii+27 p. (Committee print.) f 
L.C. card 73-602529 Y 4.Ed 8/1: Ee 7/3 


Foreign Affairs Commiitee, House 
Washington, DC 20515 


29903 American prisoners of war and missing in action in Southeast Asia, 1973, 
hearings before Subcommittee on National Security Policy and Scientific 
Developments, 98d Congress, 1st session. 

L.C. card 77-612471 
pt.4. May 23-31, 1973. 1973. vi+237 p. “em, +. 85 (S/N 5270-01903). 
@ Item 1017 F 76/1: P 93/4/973/pt.4 

29904 Future direction of U.S. policy toward Southern Reedesta. hearings before 
Subcommittee on Africa, and Subcommittee on International Organiza- 
tions and Movements, 93d Congress, Ist session, Feb. 21—-Mar. 15, 1973. 
1973. iv+200 p. * Paper, $1.50 (S/N 5270-01884). @ Item 1017 
L.C. card 73-602339 Y 4.F 76/1: So 8/19 

29905 Programs and activities within jurisdiction of Committee on Foreign 
Affairs scheduled to terminate during 93d Congress, submitted in accord- 
ance with sec. 321(a) of Legislative reorganization act of 1970, prepared 
by Congressional Research Service, Library of Congress; May 14, 1973. 
1973. viii+36 p. (Committee print, 98d Congress, Ist session.) + 
L.C. card 73-601754 Y 4.F 76/1: P 94/2 

Reorganization of U.S. development aid, comparison and summary analysis 
of some official and unofficial proposals prepared by Foreign Affairs 
Division, Congressional Research Service, Library of Congress; May 
1973. 1973. v+-48 p. (Committee print, 98d Congress, Ist session.) tf 
L.C. card 73-602097 Y4.F 76/1: Ai 2/2 

29907 Section-by-section analysis of proposed Foreign assistance act, H.R. 7484; 
May 9, 1973. 1973. vi+13 p. (Committee print, 98d Congress, 1st ses- 
sion.) tf 
L.C. card 73-601735 Y 4.F 76/1: F 76/29/9738 
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GovERNMENT PUBLICATIONS 


29908 U.S. policy and programs in Cambodia, hearings before Subcommittee on 
Asian and Pacific Affairs, 98d Congress, 1st session, May 9—June 7, 1973. 
1973. iv+214p. ¢ @ Item 1017 
L.C. card 73-602426 Y4.F 76/1:C14 


29909 United States and South Asia, report of Subcommittee on Near East and 
South Asia; May 26, 1973. 1973. viii+29 p. (Committee print, 98d Con- 
gress, Ist session.) tf 
L.C. card 73-602231 Y 4.F 76/1: As 4/12 


29910 United States interests in and policies toward South Asia, hearings before 
Subcommittee on Near East and South Asia, 98d Congress, 1st session, 
Mar. 12-27, 1973. 1973. xv-+223 p.il. + @ Item 1017 
L.C. card 73-602366 Y4.F 76/1: As 4/13 


Government Operations Committes, House 
Washington, DC 20515 


29911 Availability of information to Congress, hearings before subcommittee, 93d 
Congress, Ist session on H.R. 4938, H.R. 5983 and H.R. 6438, Apr. 3-19, 
1978. 1973. iv+361 p. * Paper, $2.10 (S/N 5270-01908). ©@ Item 1016 
L.C. card 73-602422 Y¥ 4.G 74/7 : In 3/14 


29912 Confirmation of director and deputy director of Office of Management and 
Budget, hearings before subcommittee, 93d Congress, Ist session on 
S. 518 and H.R. 3932, Mar. 5 and 9, 1973. 1973. iii+185 p. + @ Item 
1016 
L.C. card 73-601404 Y¥ 4.G 74/7: M31 


29913 Conservation and efficient use of energy, hearings before subcommittee, 93d 
Congress, ist session, May 1 and 2, 1973. 1973. iii+132 p. * Paper, 85c. 
(S/N 5270-01888). @ Item 1016 
L.C. card 73—-602332 Y 4.G 74/7: En2 


29914 Freedom of information act, hearings before subcommittee, 98d Congress, 
ist session, on H.R. 5425 and H.R. 4960, May 2-16, 1973. 1973. iv-+412 p. 
* Paper, $2.35 (S/N 5270-01889). @ Item 1016 
L.O. card 73—602328 Y 4.G 74/7: In 3/13 
29915 Stream channelization, hearings before subcommittee, 93d Congress, 1st 
session. + @ Item 1016 
L.C. card 75-613528 Y 4.G 74/7 : St 8/pt. (nos. ) 
pt. 5. Mar. 20, 1973. 1973. iv-+ 2789-3288 p. il. 
pt. 6. Mar. 22, 1973. 1973. iv-+ 3289-3711 p. il. 
29916 Tax return preparation, Internal Revenue Service and commercial return 
preparer, hearing before subcommittee, 93d Congress, 1st session, May 14, 
1978. 1973. iii+59 p. + @ Item 1016 
L.©. card 73-602368 Y 4.G 74/7 : T 19/2 


Interior and Insular Affairs Committee, House 
Washington, DC 20515 


[Committee hearing] serial, 98d Congress. + @ Item 1023 
Y 4.In 8/14 : 93-—(nos.) 
29917 8. Land use planning act of 1973, hearings before Subcommittee on Environment, 
93d Congress, Ist session on H.R. 4862 et al., Mar. 26—Apr. 4, 1973. 1973. 
v+644 p. 
L.C. card 73-602514 
29918 11. Regulation of surface mining, pt. 1, hearings before Subcommittee on En- 
vironment and Subcommittee on Mines and Mining, 93d Congress, Ist 
session on H.R. 3 and related bills, Apr. 9—-May 15, 1973. 1973. xiii+ 863 p. 
L.C. card 73-—602334 
29919 16. San Carlos Mineral Strip, hearing before Subcommittee on Public Lands, 
93d Congress, ist session on H.R. 4414, May 10, 1973. 1973. iii+44 p. iL 
L.C. card 73-602340 
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Internal Security Committee, House 
Washington, DC 20515 


29920 Political kidnapings, 1968-78, staff study, 98d Congress, Ist session (includ- 
ing index) ; Aug. 1, 1978. 19738. iii+-54+-v p. (Committee print.) * Paper, 
50c. (S/N 5270-01924). 
L.©. card 73-602521 Y¥ 4.In 8/15 : P 75/968-73 


29921 Revolutionary activities directed toward administration of penal or cor- 
rectional systems hearings, 93d Congress, 1st session. 


pt.1. Mar. 29 and May 1, 1973 (including index). 1973. v-+79-322+-xi p. il. 
* Paper, $1.85 (s/ oe @ Item 1026 
L.C. card 73-602373 Y 4.In 8/15: P 37/pt.1 


29922 Rules of procedure, Committee on Internal Security, as adopted Jan. 30, 
1978, 98d Congress, Ist session. [1978.] cover title, x-+19 p. 24° 
Y 4.In 8/15: R 86/978 


Interstate and Foreign Commerce Committee, House 
Washington, DC 20515 


[Committee hearing] serial, 98d Congress. + @ Item 1019 
Y 4.In 8/4: 98—(nos.) 
29923 18. 1s ey hearings, 93d Congress, Ist session on H.R. 7482, S. 1165 and 
28, May 22-24, 1973. 1973. iv+-117 p. il. 
fe card 73-602562 
29924 19. Environmental healthfulness for migrant workers, hearing before Subcom- 
mittee on Public Health and Environment, 93d Congress, ist session on 
migrant workers’ health problems and particu! arly , mg a, at 
irs ret Labor Camp located in Homestead, Fila., Mar. 9, 1973. 1973. 
8 p. 
L.C. card q 3-60231 
29925 22. Financial assistance to AMTRAK, hearings before Subcommittee on Trans- 
portation and Aeronautics, oe ‘ongress, 1st session, on H.R. 8351, June 12, 
and 18, 1973. 1973. iv+854 p. { 
L.C. card 73602365 
29926 23. Freight car shortage, hearing before Special Subcommittee on Investigations, 
93d Congress, 1st session, Mar. 26, 1973. 1973. ili+-70 p. 
L.C. card 73—602424 


29927 H.R. 7200 relating to railroad retirement, background information, pre- 
pared by staff; Apr. 30, 1978. 1973. iii+48 p. (Committee print 4, 93d 
Congress, Ist session.) ft 
L.C. card 73-601560 Y 4In 8/4: R 13/60 


29928 Northeast rail problems, background information, prepared by Staff for use 
by Committee on Interstate and Foreign Commerce and its Subcommittee 
on Transportation and Aeronautics; June 6, 1973. 1973. iii+-23 p. 2 pl. 
(Committee print 6, 98d Congress, Ist session.) f 
L.C. card 73-602218 Y 4.In 8/4: R 18/61 


29929 Public health cigarette smoking act of 1969 and background information 
for hearings on H.R. 7482, 8. 1165 and other similar and identical bills 
relating to small cigars; May 15, 19738. 1973. iii+31 p. (Committee print 
5, 98d Congress, ist session.) f 
L.O. card 73-602242 ¥ 4.In 8/4: C 48/2 


Judiciary Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 98d Congress. 
29930 8. Western Hemisphere immigration, hearings before Subcommittee no. 1, 93d 
Congress, 1st session on H.R. 981, Mar. 28—June 14, 1973. 1973. v+358 p. 
t @ Item 1020 
L.C. card 73-602374 Y¥4.J 89/1: 93-8 


29931 United States courts, their jurisdiction and work; [by Joseph F.. Spaniol, 


jr.]. 1973. v-+16 p. (Committee print.) * Paper, 25c. (S/N 5270-01869). 
L.O. card 73-602268 Y¥4J 89/1: 0 88/6/9738 
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Merchant Marine and Fisheries Committee, House 
Washington, DC 20615 


[Committee hearing] serial, 98d Congress. 

29932 7. Growth and its implications for future, hearing before Subcommittee on Fish- 
eries and Wildlife Conservation and Environment, 98d Congress, Ist session 
on effects national growth will have on resources, environment, and food 
supply in future. 

L.C. card 73-602348 Y¥ 4.M 53 : 93-7 
pt.1. May 1, 1978. 1973. xii+996 p. iL [Includes appendix.] * Paper, 
$4.50 (S/N 5270-01887). @ Item 1021 


Post Office and Civil Service Committee, House 
Washington, DC 20515 


[Committee hearing] serial, 98d Congress. 
8. Negotiating — for postal employees and uniformity in labor relations, 
— ye before Subcommittee on Postal Facilities, Mail, and Labor Mana 
ment, 93d Congress, Ist session, on H.R. 1282 and H.R. 5312, Apr. 9-17, 
1973. 1973. 1114+-184 p. i. t @ Item 1022 
LC. card 73-6023 Y 4.P 84/10: 93-8 
29934 Federal employees’ group life insurance program, Civil Service Commission 
evaluations; June 11, 1973. 1973. vi+20 p. (Committee print 4, 93d 
Congress, Ist session.) f 
L.O. card 73-602096 Y¥ 4.P 84/10: In 7/8/9738 


Public Works Committee, House 
Washington, DC 20515 


[Committee publication] 98d Congress. 


5. 1973 highway legislation (future highway needs), hearings before Subcom- 
tee on Transportation, 98d Congress, ist session, Mar. 19-23, 1973. 


mit 
1978. ix+965 p. il. 4° +t @ Item 10 
LC. card 73-6023829 


Y¥ 4.P 96/11 : 93-5 


Rules Committee, House 
Washington, DC 20515 


Impoundment reporting and review, hearings, 98d Congress, ist session on 
H.R. 5198 and related bills (with appendix, H.R. 8480, as amended, with 
report), Mar. 28—-May 21, 1978. 

L.C. card 73-602108 


pt. 2. 1978. iv+315-581 p. [Part 2 of 2 parts.] tf @ Item 1025 
¥ 4.R 86/1 : Im 7/pt.2 


Veterans’ Affairs Committee, House 
Washington, DC 20516 


Operations of Veterans’ Administration hospital and medical program ; 
Apr. 11, 1978. 1978. viii+220 p. (House committee print 9, 98d Congress, 
ist session.) t{ Y¥4.V 64/8: H 79/5/9738 


Ways and Means Committee, House 
Washington, DC 20515 


8th annual report of President of United States on international coffee 
agreement, submitted to Congress on Apr. 9, 1978. 1978. v+-31 p. il. (Com- 
mittee print, 98d Congress, 1st session.) f Y4.W 36: C 65/2/9738 


Material relating to administration proposal entitled Job security assist- 
ance act, including message from President and text of proposed bill and 
other material transmitted to Congress by Department of Labor and 
referred to Committee on Ways and Means on May 8, 1973. 1973. iii+-19 
p. (Committee print, 98d Congress, Ist session.) f 
L.O. card 78-602217 Y4.W 36: J 57 
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29940 Material relating to administration proposal entitled Retirement benefits 
tax act, including message of the President, letter of transmittal from 
Secretary of Treasury, text of proposed bill, and explanatory material 
submitted by Treasury Department. 1973. iii+49 p. (Committee print, 
98d Congress, ist session.) fT 
L.©. card 73-601756 Y4.W 36: R31/5 

29941 Prepared statements of administration witnesses submitted to Committee 
on Ways and Means at public hearings beginning on May 9, 1973, and 
other materials relating to administration proposal entitled Trade re- 
form act of 1973 (H.R. 6767). May 14, 1978. 1973. iii+-206 p. (Committee 
print, 98d Congress, Ist session.) f+ 
L.C. card 73-601733 Y4.W 86: T 67/26 


29942 Report on experience under Pmergency unemployment compensation act of 
1971, as amended, submitted to Congress by Department of Labor, Man- 
power Administration, Unemployment Insurance Service on Mar. 8, 1973. 
1973. ix+105 p. il. (Committee print, 98d Congress, Ist session.) + 
L.C. card 73-601784 Y 4.W 86: Em 3/971-2 


29943 Summary of Renegotiation act of 1951 and Renegotiation Board proposal 
for extension, prepared by staff of Joint Committee on Internal Revenue 
Taxation ; May 2, 1973. 1973. [1]+2 p. (Committee print.) 7 
L.©. card 73-601748 Y¥ 4.W 36: R 29/4 


29944 Trade reform, hearings, 98d Congress, Ist session, on H.R. 6767, May 9- 
June 15,1973 @ Item 1028 
L.O. card 73-602882 Y¥4.W 36: T 67/27/pt. (nos.) 
pt.1. May 9, 1973. 1973. xxv+1-340h p. * Paper, $2.35 (S/N 5270-01906). 
pt. 4. Mei) 17, 193. 1973. xxv+1098-1372 p. * Paper, $2.10 (S/N 5270— 


pt. 7. May 22 (continued), 1973. 1973. xxv-+ 2013-2560 p. * Paper, $2.95 (S/N 
5270-01914). 
pt. 8. Mlois; 1973. 19738. xxv-+2561-2837 p. il. * Paper, $2.10 (S/N 5270— 


INTERNAL REVENUE TAXTION JOINT COMMITTEE 
Washington, DC 20515 


29945 Summary of testimony on administration request for 2 year extension 
of Renegotiation act of 1951 at public hearing May 2, 1973. May 3, 1973. 
1978. [1]+6 p. (Committee print.) t{ ¥ 4.In 8/11: R 29/5 


PRINTING JOINT COMMITTEE 
Washington, DC 20510 


29946 Government paper specification standards, no. 7, Revised Standards. July 1, 
1973. [8] leaves, 4° [Issued with perforations.] * Paper, $2.00 (in- 
cluding supplementary material for an indefinite period) ; 50c. additional 
for foreign mailing. @ Item 1004-B Y4.P 93/1: 7/7/add.-—2 


REDUCTION OF FEDERAL EXPENDITURES JOINT COMMITTEE 
Washington, DC 20510 


29947 1974 budget scorekeeping report (staff report no. 3), showing status of 
1974 fiscal year Federal budget, cumulative to June 22, 1973. 1973. iii+-34 
p.4° (Joint committee print, 98d Congress, Ist session.) tf 

Y 4.R 24/4: B 85/2/974/n0.3 


29948 1974 budget scorekeeping report (staff report no. 4), showing status of 
1974 fiscal year Federal budget, cumulative to June 30, 1973. 1973. iii+34 
p.4° (Joint committee print, 98d Congress, 1st session.) tf 

Y4.R 24/4: B 85/2/974/no.4 
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SENATE 
Washington, DC 20510 


Senate documents 


Senate documents, 93d Congress. 


29949 1. Senate manual containin standing rules, orders, laws, and resolutions affecting 
business of Senate, Jefferson’s manual, Declaration of Independence, Articles 
of Confederation, Constitution of United prey) etc. ; prepared by John P. 
Coder and Jack L. Sap Pp. 1973. vi+{[1]+ p. * Paper, $5.05 (S/N 
5271-00347). (To be sent to depository libraries’ in Serial set binding.) 


Senate executive documents 


Senate executive documents, 98d Congress, Ist session. f 

Y 1.93/1 : (letters) 

29950 M. Extradition treaty with Italy, message from President transmitting treaty ; 
June 27, 1973. 1973. vi+13 p 

29951 N. Protocol amending 1928 convention concerning international expositions, 
message from the President of United States transmitting protocol amending 
convention signed Paris, Nov. 22, 1928, concerning international exposi- 
tions, signed Paris Nov. 30, 1972 by United States and 22 other nations 
party to 1928 convention ; July 19, 1973. 1973. vii+16 p. 


Senate executive reports 


Senate executive reports, 93d Congress, Ist session. { Y 1.93/1:rp.(nos.) 

29952 9. Amendment to Article 61 of Charter of United Nations. Report from Com- 

mittee on Foreign Relations to accompany Ex. L, 93-1. July 26, 1973. 4 p. 

29953 10. Nomination of John R. Stevenson. Report from Committee on Foreign Rela- 
tions on nomination of John R. Stevenson. Aug. 1, 1973. 19 p. 


Senate reports 


Notrre.—For titles of bills which these reports accompany, see Congressional 
record index. 


Senate reports on public bills, 983d Congress. + Senate Documents Room, 
Capitol. @ Item 1008—-A 


29954 202. Railroad retirement temporary benefit increase extension. Joint report 
from Committee on Labor and Public Welfare for Committee on Labor 
and Public Welfare and Committee on Finance. June 11, 1973. 88 p. 

29955 230. Interstate environment compact act of 1973. Report from Committee on 
Public Works to accompany S. 9. June 20, 1973. 2 p. 

29956 231. Safe drinking water act of 1973. Report of Committee on Commerce on 
S. 433. June 20, 1973. 1973. iii+43 p. 

29957 235. Mr. Byrd jr., of Virginia submitted following to amend titles 10 and 37, 
United States Code to make permanent certain provisions of dependents 
assistance act of 1950, as amended, and for other purposes. Report from 
Committee on Armed Services to accompany S. 1916; June 20, 1973. 1973. 
1i+53 p. 

29958 249. Continuation of existing temporary increase in public debt limit. Report 
from Committee on Finance to accompany H.R. 8410; June 25, 1973. 
1973. iv+94 p 

29959 256. Indian River grapefruit promotion. Report from Committee on Agriculture 
and Forestry to accompany S. 1945. June 27, 1973. 4 p. 

29960 260. Disbursing officer, deputy disbursing officer, and certifying officers and em- 
ployees of Government Printing Office. Report from Committee on Rules 
and Administration to accompany S. 1794. June 27, 1973. 6 p. 

29961 266. -——z— authorization for Radio Free Europe and Radio Liberty. 

eport from Committee on Foreign Relations to accompany S. 1972. June 
27, 1973. 3 p. 

29962 y . Amending National sea grant college and program act of 1966. Joint re- 
port from Committee on yor and Public eee and Committee on 
Commerce to accompany H.R. 5452. June 27, 1973. 9 p. 

29963 272. Department of Housing and Urban Development, space, science, veterans, 
and certain other independent agencies appropriations bill. 1974. Report 
from Committee on Appropriations to accompany H.R. 8825. 46 p. 

29964 273. Ocean transportation in noncontiguous States and territories. Report from 
Committee on Commerce to accompany S. 902. June 28, 1973. 9 p. 

29965 274. Amendments of 1973 to Federal laws relating to explosives. Report together 
with qeetenet views from Committee on Judiciary to accompany S. 1083. 
June 28, 1973 

29966 . National sandy Foundation authorization act of 1974. Report from Com- 
“. on Labor and Public Welfare to accompany S. 1977. June 28, 1973. 

p. 
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29967 . Continuing appropriations, 1974. Report pom re on Appropriations 
to accompany H.J. Res 636. June 28, 1973. 

29968 . Truth in lending act amendments. Report tether with additional views 
of Committee on Banking, Housing and Urban Affairs to accompany S. 
2101; June 28, 1973. 1973. [3] +47 p. [Corrected print.] 

29969 279. Amending sec. 502(a) of merchant marine. Report from Committee on 
Commerce to accompany H.R. 6187. June 28, 1973. 8 p. 

29970 280. Amending consumer products warranties bill. Report together with addi- 
tional views from Committee on Banking, Housing and Urban Affairs to 
accompany 8. 356; June 28, 1973. 1973. [2] +16 p. 

29971 281. Increasing limitation on expenditures by Committee on Government Oper- 
ations for procurement of consultants. Report from Committee on Rules 
and Administration to accompany 8S. Res. 134. June 29, 1973. 3 p. [Cor- 
rected print. ] 

29972 91. Air quality standards study authorization. Report from Committee on 
Public Works to accompany S. Res. 135. June 29, 1973. 3 p. 

29973 292. Executive, legislative, and judicial salaries. Report from Committee on 
Post Office and Civil Service to accompany 8S. 1989. June 29, 1972. 11 p. 

29974 296. U.S. oceans policy. Report from Committee on Foreign Relations to accom- 
pany S. Res. 82. June 29, 1973. 6 p. 

29975 298. Antitrust laws amendments. Report from Committee on Judiciary to accom- 
pany S. 782. June 30, 1973. 13 p 

29976 300. Fair labor standards amendments of 1973. Report together with minority 
views from Committee on Labor and Public Welfare to accompany S. 1861. 
July 6, 1973. 132 p. [Corrected print. ] 

29977 301. Fair labor standards amendments of 1973. Report from Committee on 
Labor and Public Welfare to accompany H.R. 7935. July 6, 1973. 1 p. 

29978 302. Essential rail services continuation act of 1973. Report of Committee on 
Commerce on 8S. 1925. 1973. [1],+8 p. 

29979 303. Rolling stock utilization and financing act of 1973. Report of Committee 
on Commerce on 8. 1149. 1973. iii+ 62 p 

29980 304. Job training and community services act of 1973. Report together with 
additional views from 018 BS on Labor and Public Welfare to 
accompany 8. 1559. July 6, 1973. 

29981 305. Emergency employment ame ndments 3P ‘1973 Report together with additional 
views from Committee on Labor and P ublic Welfare to accompany S. 1560. 
July 6, 1973. 38 p. 

29982 306. Congressional and Supreme Court pages. Report from Comenttice on Rules 
and Administration to accompany € 2067. July 1, 1973. 32 


29983 307. Endangered species act of 1973. Report of Committee on Commerce on 
8S. 1983. 1973. iii+-42 p. 

29984 808. Child abuse prevention and treatment act. Report from Committee on Labor 
and Public Welfare to accompany §S. 1191. July 10, 1973. 12 p. 

29985 309. Commission on Federal election reform. Report from a ey on Rules 


and Administration to accompany S.J. Res. 110. July 11, 1973 

29986 313. Suspension of duties on certain forms of copper. Report from Committee 
on Finance to accompany H.R. 2323. July 13, 1973. 

29987 318. Rehabilitation act of 1972. Report from Committee on Labor and Public 
Welfare to accompany 8S. 1875. July 16, 1973. 203 p. 

29988 319. White House Conference on the Handicapped. Report from Committee on 
Labor and Public Welfare to accompany S.J. Res. 118. July 16, 1973. 12 p. 

29989 820. Employer contributions to jointly administered trust funds established 
to defray costs of legal services. Conference report to accompany S. 1423. 
July 17, 1973. 4 p. 

29990 322. Extension of existing suspension of duty on certain dyeing and tanning 
materials. Report from Committee on Finance to accompany H.R. 3630. 
July 17, 1973. 4 p. 

29991 323. Legislative branch appropriation bill, 1974. Report from Committee on 
Appropriations to accompany H.R. 6691. July 18, 1973. 28 p. 

29992 336. Emergency tobacco allotment transfer. Report from Committee on Agri- 
culture and Forestry to accompany H.R. 9172. July 19, 1973. 6 p. 

29993 338. Public works for water and power development and Atomic Energy Com- 
mission appropriation bill, 1974. Report from Committee on Appropria- 
tions to accompany H.R. 8947. July 20, 1973. 59 p. 

29994 339. Authorizing waiver of claims of United States arising out of erroneous 
payments of pay and allowances to certain officers and employees of 
legislative branch. Report from Committee on Rules and Administration 
to accompany 8. 1803. July 20, 1973. 7 p. 

29995 546. Department of Transportation and related agencies appropriation bill, 1974. 
Report from Committee on Appropriations to accompany H.R. 8760. 
July 26, 1973. 36 p 

29996 349. Law enforcement assistance +. ~~ Conference report to accom 
pany H.R. 8152. July 26, 1973. 34 p. 

29997 381. National research service award act. Report from Committee on Labor and 
Public Welfare to accompany H.R. 7724. Aug. 3, 1973. 96 p. 


Aging, Special Committee on, Senate 
Washington, DC 20510 


29998 Economics of aging, toward full share in abundance, index to hearings and 
report; July 1973. 1973. ii+40 p. (Committee print, 983d Congress, 1st 
session.) + @ Item 1009 
L.C. card 73—602527 Y 4.Ag 4: Ec 7/3 
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29999 Research on aging act, 1973, report 93-299; July 1973. 1973. ii+-12 p. (Com- 
mittee print, 98d Congress, Ist session.) * Paper, 25c. (S/N 5270- 
01926). 
L.C. card 73—602508 Y 4.Ag 4: R31/6 


Agriculture and Forestry Committee, Senate 
Washington, DC 20510 


30000 Extension of farm and related programs, hearings, 98d Congress, 1st ses- 
sion on 8. 517. 
L.C. card 73-601655 Y 4.Ag 8/2: F 22/51/pt.2 
pt. 2. Apr. 6 [and] 7, 1973. 1973. iv+ 152 p. il. [Hearings held in Chickasha and 

Ardmore, Okla.] ‘t @ Item 1032 

30001 Implementation of Rural development act, hearings before Subcommittee 
on Rural Development, 98d Congress, 1st session. 
L.C. card 6024138 Y 4.Ag 8/2: R 88/23/pt.1 
pt. 1. Mar. 1-28, 1973. vi+1-485 p. il. 1 pl ¢t @ Item 1032 

30002 Implementation of Rural development act of 1972, report of Subcommittee 
on Rural Development; June 29, 1973. 1973. vii+189 p. 1 tab. (Com- 
mittee print, 98d Congress, Ist session.) * Paper, $1.75 (S/N 5270- 
01880). 
L.C. ecard 73-602125 Y 4.Ag 8/2: R 88/22 

30003 U.S. foreign agricultural trade policy, hearings, before Subcommittee on 
Foreign Agricultural Policy, 983d Congress, Ist session, Mar. 23—Apr. 30, 
1973. 1973. iv+-650 p. il. + @ Item 1032 
L.C. card 73-602333 Y 4.Ag 8/2: F 76/13 


Appropriations Committee, Senate 
Washington, DC 20510 


30004 Budget of United States Government, fiscal year 1974, hearing, 93d Con- 
gress, 1st session. 1973. ii+-255+-iv p. * @ Item 1033. 
L.C. ecard 73-602351 Y 4.Ap 6/2: B 85/2/974 
80005 Department of Housing and Urban Development, space, science, veterans, 
and certain other independent agencies appropriations for fiscal year 
1974, hearings before subcommittee, 98d Congress, 1st session. 
Y¥ 4.Ap 6/2: H 81/2/974/pt.2 
pt. 2. Federal Communications Commission, Federal Home Loan Bank Board, 
Federal Housing Administration, Federal Savings and Loan Insurance 
Corporation, Government National Mortgage Association, National Aero 
nautics and Space Administration, National Science Foundation, Rene- 
rotiation Board, Securities and Exchange Commission, Selective Service 
ystem. 1973. 1i+909-1876+- xxviii p. il. * @Item 1033 
30006 United States assistance to Cambodia, hearing, 98d Congress, 1st session. 
19738. ii+-35 p. ([Special hearing.]) + @ Item 1083 
L.C, card 73-601935 Y 4.Ap 6/2: C 14/973-74 


Armed Services Committee, Senate 
Washington, DC 20510 


80007 Fiscal year 1974 authorization for military procurement, research and 
development, construction authorization for SAFEGUARD ABM, and 
active duty and selected reserve strengths, hearings, 98d Congress, Ist 
session on 8S. 12638. 

L.C. card 73-602186 Y 4.Ar 5/3: P 94/6/974/pt.2 
pt. 2. eee. Apr. 10—May 1, 1973. 1973. ii+467-1327 p. il. + @Item 
80007A Nomination of James R. Schlesinger, to be Secretary of Defense, hearing, 
93d Congress, Ist session, June 18, 1973. 1973. [2]+111 p. + @ Item 
1034 
L.C. card 73-602377 Y 4.Ar5/3: Sch 3 

30008 Report on disposal of naval vessels; May 9, 1973. 1973. ii+-3 p. (Committee 
print, 98d Congress, Ist session.) f{ 

L.C. card 73-601753 Y 4.Ar 5/3: V 63/7 
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Banking, Housing, and Urban Affairs Committee, Senate 
Washington, DC 20510 


30009 Bicentennial commemorative coinage and construction of new mint build- 
ings, hearing before Subcommittee on ae and Coinage (ad hoc), 
93d Congress, 1st session, on S, 422, S. 1141, S. 1927, and S. 1928 [and] 

S. 1901. June 6, 1973, 1973. i1i-+95 p. il. + @ Item 1085 
LO. eard 72-602418 Y 4.B 22/3: C 66/7 


30010 Oversight on housing and urban development programs, hearings before 
Subcommittee on Housing and Urban Affairs, 93d Congress, 1st session 
to conduct oversight on housing and urban development programs, and 
to hear testimony on extent and seriousness of impoundment of appro- 
priated funds for housing and urban development progress. 

L.C. card 73—602106 Y 4.B 22/3 : H 81/67/pt.2 
pt. 2. Apr. 10-13, 1973 and appendix. 1973. ix+535-1143 p. + @ Item 1035 

30011 Petroleum product shortages, hearings, 93d Congress, Ist session on impact 
of petroleum shortages on national economy, May 7-11, 1973. 1973. v+-514 
p.il. + @ Item 1035 
L.C. ecard 73—602337 Y 4.B 22/3: P 44 

30012 Predisaster assistance for eucalyptus trees in California, hearing before 
Subcommittee on Small Business, 98d Congress, Ist session, on S. 1697, 
May 9, 1973. 1973. iv+122p.il. + @ Item 1035 
L.C. card 73-602419 Y 4.B 22/3: Eu 2 

30013 Regulation of clearing agencies and transfer agents, a before Sub- 
committee on Scurities, 98d Congress, Ist session, on S. 2058, July 11-12, 
1973. 1973. iv+524p.il. + @ Item 1035 
L.C. card 73—602350 Y 4.B 22/3: C58 


Commerce Committee, Senate 
Washington, DC 20510 


[Committee hearing] serial, 98d Congress. + @ Item 1041 
Y 4.C 78/2 : 93—(nos. ) 
18. Toxic substances control act of 1973, hearings before Environment Subcom- 
mittee, 93d Congress, Ist session on S. 426 and amendments 1, 8, and 9, 
-_ S. 888, Feb. 23-Mar. 21, 1973. 1973. iv+397 p. il. 
C. card 73-—602262 
20. onshore marine environment protection act of 1973, Reastngn, 93d Congress, 
ist session on 8S. 80; Mar. 5—12, 1973. 1973. iv-+ 356 p. i 
L.C. card 73602352 


District of Columbia Commitiee, Senate 
Washington, DC 20510 


30016 Stadium seating, hearing, 98d Congress, Ist session on H.R. 6330, May 31, 
1973. 1973. iii+14p. ft @ Item 1036 
L.C. card 73—602369 Y 4.D 68/2: St 1/2 


Finance Committee, Senate 
Washington, DC 2051 


30017 Digest of testimony on proposals for private pension plan reform before 
Subcommittee on Private Pension Plans, prepared by Staff of Joint 
Committee on Internal Revenue Taxation ; July 11, 1973. 1973. [1]+-50 p. 
+ (Committee print). 

L.C. card 73-602233 Y4F 49: P 38/8 


30018 Executive Branch GATT study. [Prepared by Executive Branch at request 
of Senator Abraham Ribicoff.] 
L.C. card 73—602525 Y 4.F 49: G 22/no.11 


no. 11. GATT provisions on compensation and retaliation; July 1973. 1973. 
rows p. (Committee print, 98d Congress, ist session.) * Paper, 25c. 
(S/N 5270-01905). 


For Sale by National Technical Information Service, 
Springfield, VA 22151 
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30019 


30020 


30021 


30022 


30024 


30025 


30026 


30027 


30028 


30029 


30030 


30031 


GOVERNMENT PUBLICATIONS 


Programs for families with children, provisions passed by Senate in 1972; 
June 6, 1973. 1973. iii+11 p. (Committee print, 98d Congress, ist ses- 
sion.) f 
L.C. card 73-602215 Y4.F 49: F 21/8 

Role of institutional investors in stock market, briefing material prepared 
by Staff for use of Subcommittee on Financial Markets; July 24, 1973. 
1973. iii+115 p. il. (Committee print, 98d Congress, Ist session.) * Pa- 
per, 75c. (S/N 5270-01899). 

L.C. card 73-602528 Y 4.F 49: St 6/3 

Summary of H.R. 7445, to extend renegotiation act of 1951 for two years 
prepared by Staff of Joint Committee on Internal Revenue Taxation; 
June 21, 1973. 19738. [1]+3 p. f¢ Y 4.F 49: R 29/2/973 


Summary of testimony on proposals for private pension plan reform before 
Subcommittee on Private Pension Plans prepared by Staff of Joint 
Committee on Internal Revenue Taxation: July 1973. 1973. [1]+53 p. 
(Committee print.) f 
L.C. card 73-602234 Y 4.F 49: P 38/9 


Foreign Relations Committee, Senate 
Washington, DC 20510 


Alternatives to bilateral economic aid, prepared by Foreign Affairs Divi- 
sion, Congressional Research Service, Library of Congress; June 18, 
1973. 1973. v+53 p. (Committee print, 98d Congress, Ist session.) f 
L.C. card 73-602219 Y 4.F 76/2: Ai2 

Canada-United States Interparliamentary Group, report on 15th meeting, 
held at Washington, D.C. and White Sulphur Springs, W. Va., Apr. 4-8, 
1973; June 8, 1973. 1973. [8]+8 p. (Committee print, 98d Congress, 1st 
session.) f Y 4.F 76/2 : C 16/2/9738 

18th meeting of North Atlantic Assembly, report of United States Delega- 
tion to 18th meeting of members of Parliaments from North Atlantic 
Assembly countries held Bonn, Noy. 19—-Nov. 24, 1972, pursuant to Public 
law 689, 84th Congress; May 11, 1973. 1973. iii+-29 p. (Committee print, 
98d Congress, Ist session.) + Y 4.F 76/2: N 81 a/5/973 


Foreign relief aid : 1947, hearings held in executive session, 80th Congress, 
ist session, on H.J. Res. 1538 and S. 1774. 1973. v+396 p. (Historical 
series.) [Executive hearings held Apr. 15—-Nov. 19, 1947; made public 
Apr. 16, 1973.] + @ Item 1039 
L.C. card 73-601821 Y 4.F 76/2: F 76/34 

International Telephone and Telegraph Company and Chile, 1970-71, re- 
port by Subcommittee on Multinational Corporations; June 21, 1973. 
1973. iii+20 p. (Committee print, 93d Congress, lst session.) 7 
L.O. card 73-602221 Y 4.F 76/2: In 8/41 


Legislative origins of Truman Doctrine, hearings, held in Executive session, 
80th Congress, ist session on S. 938, bill to provide for assistance to 
Greece and Turkey; Mar. 13—Apr. 3, 1947. 1973. xi+-224 p. (Historical 
series.) * Paper, $1.50 (S/N 5270-01690). Y 4.F 76/2: T 77 

Mexico, Apr. 1973, report by Mike Mansfield on study mission to Mexico; 
May 1973. 1973. iii+7 p. (Committee print, 93d Congress, Ist session.) 7 
L.O. card 73-602220 Y 4.76/2: M 57/7/973 

Radio Free Europe and Radio Liberty, hearings, 93d Congress, 1st session, 
on §. 1914, June 12-23, 1973. 1973. iv+173 p. + @ Item 1039 
L.C. card 73-602384 Y 4.F 76/2: R11/2 

Thailand, Laos, Cambodia, and Vietnam: Apr. 1973, staff report prepared 
for use of Subcommittee on U.S. Security Agreements and Commitments 
Abroad ; June 11, 1973. 1973. v+-47 p. (Committee print, 93d Congress, Ist 
session.) tf 
L.C. card 73-602264 Y 4.F 76/2: T 32/973 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
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30032 U.S. air operations in Cambodia, Apr. 1973, staff report prepared for use 
of Subcommittee on U.S. Security Agreements and Commitments Abroad ; 
Apr. 27, 1973. 1973. v-+-10 p. (Committee print, 98d Congress, 1st session. ) 


t 
L.O. card 73-601755 Y 4.F 76/2: C 14/2/9738 


30033 Vandenberg resolution and North Atlantic treaty, hearings held in execu- 
tive session, 80th Congress, 2d session on §S. Res. 239; and 81st Congress, 
ist session on Executive L, North Atlantic treaty, May 11, 1948—June 6, 
1949. 1973. v+387 p. (Historical series.) + @Item 1039 
L.C. ecard 73-602414 Y 4.F 76/2: V 28 


Government Operations Committee, Senate 
Washington, DC 20510 


30034 Fraud and corruption in management of military club systems, illegal cur- 
rency manipulations affecting South Vietnam (2d series), hearings before 
Permanent Subcommittee on Investigations, 98d Congress, 1st session 
pursuant to sec. 4, Senate resolution 46, 98d Congress, May 8, 1973. 1973. 
iii+238 p. * Paper, $1.85 (S/N 5270-01879). @ Item 1037 
L.C. card 73-602270 Y 4.G 74/6: F 86/2/9738 


Improving congressional control of budget, hearings before Subcommittee 
on Budgeting, Management, and Expenditures, 93d Congress, 1st session 
on 8S. 40 [and other bills]. 

L.C. card 73—-601757 Y 4.G 74/6: B 85/6/pt.2 
pt.2. May 1-9, 1973. 1973. v+578 p. il. * Paper, $2.95 (S/N 5270-01894). 
@ Item 1037 

Investigation of the petroleum industry; July 12, 1973. 1973. xii+62 p. 
(Committee print, 98d Congress, Ist session; Permanent Subcommittee 
on Investigations.) + 
L.C. ecard 73-602519 Y 4.G 74/6: P 44 


30037 Negotiation and statecraft, hearings before Permanent Subcommittee on 
Investigations, 98d Congress, Ist session pursuant to sec. 4, S. Res. 46. 
L.C. card 73-601659 Y 4.G 74/6: N 31/11/pt.2 
pt. 2. With Leopold Labedz, July 12, 1973. 1973. iii+51-122 p. * Paper, 6G5c. 

(S/N 5270-01925). @ Item 1037 

30038 Property tax relief and reform act of 1973, hearings before Subcommittee 
on Intergovernmental relations, 98d Congress, Ist session on 8. 1255, May 
2-4, 1973. 1973. xii+948 p. il. map * Paper, $4.40 (S/N 5270-01904). 
@ Item 1037 
L.C. card 73—602386 Y 4.G 74/6: T 19/7 


30039 Study of property taxes and urban blight prepared for Department of 
Housing and Urban Development, Jan. 1973, by Arthur D. Little, Inc. 
Cambridge, Mass., Subcommittee on Intergovernmental Relations; Apr. 
23, 1973. 1973. v+338 p. il. (Committee print, 98d Congress, 1st session.) 


T 
L.C. card 73-602191 Y¥ 4.G 74/6: T 19/6 


Interior and Insular Affairs Committee, Senate 
Washington, DC 20510 


30040 American Falls Dam, Upper Snake River project, Idaho, hearing before 
Subcommittee on Water and Power Resources, 98d Congress, 1st session 
on S. 1528 and S. 1529, May 10, 1973. 1973. iv+206 p. + @Item 1040 
uC. card 73-602341 Y 4.In 8/13: Am 3 


[Committee publications], serial 98d Congress. Y 4.In 8/13: 98—(nos.) 

10. President’s energy message and S. 1570, hearing, pursuant to S. Res. 45, 
National fuels and energy policy study, 98d Congress, 1st session, May 1, 
1973. 1973. vi+862 p.i. t @ Item 1040 
L.C. card 73—602379 

14. Gasoline oon, national perspective, background paper, ponganes by 
Congressional Research Service, pursuant to S. Res. 45, national fuels and 
energy policy study, 1973. ili+ (4]+78+xiii p. il. (Committee print, 93d 
Congress, Ist session.) * Paper, 
LC. card 73-602214 
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30046 


30048 


30049 


30050 


GovERNMENT PUBLICATIONS 


[Committee publications], serial 98d Congress—Continued 


16. Summary of energy conservation and development recommendations con- 
tained in final report of National Commission on Materials Policy, June 
1973, background paper, prepared by Congressional Research Service, pur- 
suant to S. Res. 45, national fuels and energy ay | study. 1973. vi+-30 p. 
‘ison print, 98d Congress, Ist session.) * Pa é 


per, 35c. (S/N 527 


Land use policy and planning assistance act, hearings, 98d Congress, 1st 
session on 8S. 268, 1973. @ Item 1040 
L.C. card 73-601802 Y 4.In 8/18 : L 22/10/pt.nos. ) 
pt. 3. Feb. 6-Apr. 3, 1973. iv+528 p. il. * Paper, $3.10 (S/N 5270-01881). 
pt. 4. Apr. 2-3. 3078. iv+201 p. il. [Hearings held in Phoenix and Tucson, 
Mineral and water resources of North Dakota, report prepared by Geologi- 
cal Survey and Bureau of Reclamation in collaboration with North 
Dakota Geological Survey, University of North Dakota, and Bureau of 
Mines [with bibliographies]. 1973. xv+252 p. il. (Committee print, 93d 
Congress, Ist session.) + 
L.C. card 73-602005. Y 4.In 8/13: M 66/39 


Mineral resources of deep seabed, hearings before Subcommittee on Min- 
erals, Materials and Fuels, 98d Congress, 1st session on S. 1134, May 17- 
June 19, 1973. 1973. v+-768 p. il. + @ Item 1040 
L.C. card 73-602410 Y 4.In 8/13 : M 66/40 


National environmental policy act of 1969, analysis of proposed legislative 
modifications, Ist session, 98d Congress, prepared by [James W. Curlin 
and H. Steve Hughes] Environmental Policy Division, Congressional 
Research Service, Library of Congress; June 1973. 1973. vii+[1]+-78 p. 
(Committee print, 938d Congress, Ist session.) * Paper, 60c. (S/N 
5270-01892). Y 4.In 8/13: En 8/7 

Judiciary Committee, Senate 
Washington, DC 20510 


Assault on freedom, compendium of theoretical and policy statements by 
communist movement, domestic and international, and by other organiza- 
tions committed to violent overthrow of free institutions, pt. 1. 1971. iv 
+220+xx p. (Committee print, 92d Congress, 1st session.) [Prepared for 
Subcommittee to Investigate Administration of Internal Security Act 
and Other Internal Security Laws.] * Paper, $1.00. 

L.C. card 72-600919 Y 4.J 89/2: F 87/4/pt.1 


Judicial disqualification, hearing before Subcommittee on Improvements 
in Judicial Machinery, 98d Congress, Ist session on S. 1064, July 14, 
1971 and May 17, 1973. 1978. iii+194p. ¢ @ Item 1042 
L.C. card 73-602380 Y¥ 4.J 89/2: J 89/23 


Methadone use and abuse, 1972-78, hearings before Subcommittee to In- 
vestigate Juvenile Delinquency, 92d Congress, 2d session and 93d Con- 
gress, Ist session pursuant to S. Res. 256 and S. Res. 56, sec. 12, investiga- 
tion of juvenile delinquency [and] investigative and legislative hearings 
on methadone use and abuse, S. 3846, 8S. 778 and S. 1115, Nov. 14—Apr. 5, 
1978. 1973. xi+-980 p.il. + @ Item 1042 
L.C. card 73-6023885 Y4J 89/2: M 56 


Military surveillance of civilian politics, report of Subcommittee on Con- 
stitutional Rights. 1978. v+-150 p. il. (Committee print, 98d Congress, 1st 
session.) * Paper, $1.50 (S/N 5270-01883). 

L.C. card 73-602526 ¥ 4.J 89/2: M 59/7 


Nomination of Elliot L. Richardson to be Attorney General, hearings, 93d 
Congress, ist session, May 9-22, 1978. 1978. iii+287 p. + @ Item 1042 
L.O. card 78-602391 Y¥ 4.J 89/2: R39 

Relief and rehabilitation of war victims in Indochina. 

L.©. card 73-602009 Y4.J 89/2 : In 2/14/pt.2 
pt. 2. hans and child welfare, hearings before Subcommittee to Investigate 


blems Connected with wy 7 and — 93d Congress, ist 
session, May 11, 1973. 1978. 11+-107 p. + @ Item 1042 
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Labor and Public Welfare Committee, Senate 
Washington, DC 20510 


30054 Developmental disabilities act extension and rights of mentally retarded, 
1973, hearing before Subcommittee on Handicapped, 98d Congress, 1st 
session, on S. 427 and 8. 458, Feb. 8, 1973. 1978. v-+733 p. il. + @ Item 
1043 
L.C. card 73-602265 Y¥4.L 11/2: D 68/2 


30055 Hvaluation of first 18 months of public employment program, prepared for 
Subcommittee on Employment, Poverty, and Migratory Labor; May 1973. 
1973. x+44 p. il. (Committee print, 98d Congress, 1st session.) + 
L.C. ecard 78-602194 Y4.L 11/2: Bm 7/20 


Fair labor standards amendments of 1978, hearings before Subcommittee 
on Labor, 98d Congress, Ist session on 8. 1861, S. 1725 [and] H.R. 7985. 
L.C. card 73-602269 Y4.L11/2: F 15/978/pt.1 
pt. 1. June 6-8, 1973. 1978. iv+-643 p. il. t+ @ Item 1048 


Hill-Burton hospital survey and construction act, history of program and 
current problems and issues prepared by Subcommittee on Health ; June 
1973. 1973. viii+-18 p. (Committee print, 98d Congress, Ist session.) ¢ 
L.C. card 73—-602229 Y4L11/2:H 55 


Proposed Fair labor standards, amendments of 1973, comparison of prin- 
cipal provisions of 8. 1861 (Williams and Javits) identical except as 
specifically noted to S. 1861, as passed by Senate in 92d Congress, with 
present law, S. 1725 (Dominick and Taft) and H.R. 7935 as reported by 
House Education and Labor Committee, prepared by Subcommittee on 
Labor; June 1973. 1978. ii+5 p. (Committee print, 93d Congress, ist 
session.) fT 
L.C. card 73-602089 ¥4.L11/2: F 15/6/9738 


Proposed Fair labor standards amendments of 1978, S, 1861, S. 1725, and 
H.R. 7935, bill texts, section-by-section analyses, changes in existing law, 
and comparison of bills prepared by Subcommittee on Labor; June 1973. 
1973. v-+211 p. (Committee print, 98d Congress, Ist session.) f 
L.C. card 73-602252 ¥4.L 11/2: F 15/4/9738 


Quality of health care, human experimentation, 1973, hearings before Sub- 
committee on Health, 98d Congress, 1st session on 8. 974, S. 878 [and] 
S.J. Res. 71. 
L.C. card 78-601927 ¥4.L 11/2: H 34/82/978/pt.1 
pt. 1. Feb. 21 and 22, 1973. 1973. iv+-336 p. il. * Paper, $2.10. @ Item 1043 
30061 Railroad retirement amendments, 1978, hearings before Subcommittee on 
Railroad Retirement, 98d Congress, Ist session, on 8S. 1867, H.R. 7200, 
and related bills, May 30-81, 1973. 1978. iv+-450 p. + @ Item 1043 
L.©. card 738-602398 Y41L11/2: R 18/9/9738 


20062 Retirement income security for employees act of 1978, S. 4 (text of bill as 
reported) and report; Apr. 1978. 1978. iii+-277 p. (Committee print, 93d 
Congress, ist session.) f 
L.O, card 78-601748 Y4.L11/2:R31/8 


Nutrition and Human Needs, Select Committee on, Senate 
Washington, DC 20510 


Nutrition and diseases, 1978, hearings, 98d Congress, 1st session. 
L.C. card 78—-601880 Y4.N 95: rege 2 


pt. 2 > in diet, diabetes, and heart diseases, Apr. 30-May 2, 1973. 1 
iv + 145-378 p. il. (Series 78/ND 2.) * Paver, 80c. (S/N bar biare), 


Post Office and Civil Service Committee, Senate 
Washington, DC 20510 


Census of agriculture, 1974, hearing, 98d Congress, Ist session on S.J. Res. 
95, May 28, 1978. 1978. iii+175p. + @ Item 1044 
L.O. card 738-602364 Y 4.P 84/11: 0 33/8/974 
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Civil service annuity legislation, hearing before Subcommittee on Compen- 
sation and Employment Benefits, 98d Congress, 1st session on S. 626, 
S. 628, S. 749 and S. 1866, June 6, 1973. 1973. iii+79 p. + @ Item 1044 
L.O©. card 73-602272 Y 4.P 84/11: An 7/6 


Pxecutive, legislative and judicial salaries, hearing, 98d Congress, 1st ses- 
sion on 8. 1989, June 26, 1973. 1973. iii+34 p. + @ Item 1044 
L.C. card 73-602367 Y4.P 84/11: Sa3/6 


Labor-management relations in Federal service, hearing, 98d Congress, 1st 
session, on 8. 351. 
L.C. card 78-602421 Y 4.P 84/11: L 11/pt.1 
pt. 1. May 31, 1973. 1973. ili+221 p. + @ Item 1044 


National Guard retirement credit, hearing before Subcommittee on Com- 
pensation and Employment Benefits, 98d Congress, 1st session, on S. 871, 
June 7, 1978. 1978. iii+-69 p. + @ Item 1044 
L.C. card 73-602420 Y4.P 84/11: N21¢ 


Rules and Administration Committee, Senate 
Washington, DC 20510 


30069 Federal election reform, 1978, hearings before Subcommittee on Privileges 
and BHlections, 98d Congress, Ist session on 8S. 23, [and other bills] 
Apr. 11—June 7, 1973. [1973.] v+-[1]+406 p. ¢ @ Item 1046 
L.C. card 73-602383 Y 4.R 86/2 : El 2/2/9738 


Veterans’ Affairs Committee, Senate 
Washington, DC 20510 


30070 Review of veterans’ insurance programs, hearings before Subcommittee on 
Housing and Insurance, 98d Congress, Ist session on S. 1835; May 28, 
1973. 1978. 
L.C. card 73-602375 Y 4.V 64/4: In 7/pt.1 
pt. 1. v+628 p. il. + @ Item 1046-A 

Veterans’ burial benefits, study submitted by Veterans’ Administration ; 

Apr. 30, 1973. 1978. vii+72 p. (Senate committee print 9, 98d Congress, 
1st session.) f 
L.O. card 73-602193 Y4.V 64/4:B 91 


COPYRIGHT OFFICE, Library of Congress 
Washington, DC 20540 


30072 Catalog of copyright entries, 3d series, v. 25. * Paper, $50.00 a yr. (includ- 
ing semiannual issues as pt. 1-18) ; $12.50 additional for foreign mailing. 
978 


1 . 

L.C. card 6-35347 

pt. 1. Books and pamphlets, including serials and contributions to periodicals, 
no. 1. Jan._June 1971. @ Item 791 LC 3.6/5 : v.25/pt.1/no.1/sec.1,2 
sec. 1. Current and renewal registrations. ix-+- 1627 p. 4° 
sec. 2. Title index. [1] + 1629-2141 p. 4° 

Nore.—Part 1 also sold separately on subscription. * Paper, $15.00 a yr., $3.75 

additional for foreign mailing ; semiannual issue, $7.50. 


Circulars. + @ Item 802-A LO 3.4/2: (nos. ) 


82. Blank forms and other uncopyrightable works. pte. 1973. 1 p. 4° 
47. Radio and television programs. [June 1973.] [2] p. 4° 


COST OF LIVING COUNCIL, Executive Office of the 
President, Washington, DC 416 


Eeonomic stabilization program (series). @ Item 857-L-1 
1. Phase 4 announcement. July 19, 1978. cover title, 1ii+83 p.4° * Paper, $1.00 


ium ant 4114-00016). 
78602323 Prix 17.10: fy 49/2/no.1 
2. Phase uy tions, question & answers. [1973.] cover title, ili+60 p. 4° 


Le a? 78-601857 Prbx 17.10: 2 
*For Sale by Superintendent of Decuments 


+Distribution Made by Issuing Office 
tNot Available for Sale or Distribution 





Ooroper 1973 


Final phase 4, regulations. Aug. 7, 1973. ili+52 p. 4° ag 80c. (S/N 
4114-00017). x 17.10: P 49/38 
Freeze. June 26, 1973. cover title, 1ii-+38 p.4° * Paper, Se 
L.C. card 73—602044 Prbx 17.10: F 87/2 
Freeze and phase 4. June 13, 1972. cover title, iii+63 p. 4° * Paper, 90c. 
(s N 4114-00013). 
. ecard 73-—601964 PrBx 17.10: F 87 


COUNCIL ON ENVIRONMENTAL QUALITY, Executive Office 
of the President, 722 Jackson Pl. N.W. 
Washington, DC 20036 


Federal environmental monitoring directory. May 1978. xii+105 p. [In- 
cludes on p. 2 of cover, publications of Council on Environmental Quality 
avaliable at Government Printing Office.] * Paper, 80c. (S/N 4111- 
0016). @ Item 856-BP 
L.C. card 73-602330 Prbx 14.2: En 8/3 


President’s 1973 environmental program ; compiled by Council on Environ- 
mental Quality. Apr. 1978. v-+585 p. il. 4° * Paper, $5.05 (S/N 4111- 
00013). @ Item 856-BH Prbx 14.2: En 8/978 


DEFENSE CIVIL PREPAREDNESS AGENCY, Defense Dept. 
Washington, DC 20301 


Nore.—The Defense Civil Preparedness some was .. by direction of 
the Secretary of Defense and began operations May 5, 1972 

30082 Checklist guide for nuclear emergency operations planning (ALFA 

NEOP). [1978.] cover title, 67 p. oblong 8° (OPG 2-2A.) [Pagination 

includes covers.] ¢ @ Item 857-D-8 D148: N 88 


[Technical report] TR (series). 


30083 78. Protected educational facilities in found space, guide to converting nonedu- 
cational spaces into safe, healthful environments for education [with 
romero) | prepared by Council of Educational Facility Planners, In- 
ternational}. - {May 1973.] cover title, 43 p. il. oblong 8° [Prepared under 
grant from Office of BD ww" pe artment of Health re re and 
Welfare; Contract OBC-O-724 + @ Item 320-B-2 4.9: 78 


DEFENSE COMMUNICATIONS AGENCY, Defense Dept. 
Arlington, VA 22204 


[National Military Command System information processing system 360 
formatted file system (NIPS 360 FFS); User’s manual] (National 
Military Command System Support Center, [Computer system manual] 
CSM UM 15B-68.) [Issued with perforations.] @ Item 315-D-1 

30084 v. 6. Terminal processing (TP) July 1, 1971, Change 2. > 1, 1973. [122] 
* Paper, $1.50 (S/N 0805-00043). D 5.109 : Us 2/v.6, ene 
30085 v. 8. Job > Paper. $156 July 1, 1971, Change 2. Feb. 1, 1973. [122 il. 4° 
1.50 (S/N 0805-00042). D 5.109: = oly. 8/ch.2 
30086 =v. 9. Error Codie, hy ort. es . Beb. 1, 1973. 118] p. 4° * Paper, 
$1.50 (S/N 805-0004 Us 2 v.9/ch.2 


DEFENSE DEPARTMENT 
Washington, DC 20301 


30087 Annual report of Defense Supply Agency, fiscal year 1972. [1973.] cover 
title, iv+189 p. * Paper, $1.50. @ Item 314-M D7.1: 972 


30088 Automated overseas employment referral program, area information man- 
ual. [1973.] cover title, [1]+125 p. il. 4° (DoD 1404.7-MI; Office of 
Assistant Secretary of Defense (Manpower and Reserve Affairs).) f 
@ Item 306-A D1.6/2: Em7 


30089 Defense integrated materiel management manual for consumable items. 
(DoD 4140.26—-M ; Office of Assistant Secretary of Defense, Installations 
and Logistics.) [Issued with perforations. ] 


v. 2. Weeee system oriented items. Aug. 1972. cover title, [170] p. 4° 
@ Item 814-A - Dida: Bs bry. 
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GOVERNMENT PUBLICATIONS 


30090 Defense retail interservice support (DRIS) manual. June 1973. cover 
title, v+29 p. 4° (DoD 4000.19M; Defense Supply Agency.) [Issued 
with perforations. Supersedes DSAM 4140.4/AFM 67-5/AR 700-39/ 

NAVSUP Pub 5007/MCO P 7020.7A, Jan. 4, 1971, and Change 1.] 
@ Item 314-A D 7.6/4: D 36/2 

Defense Supply Agency manual DSAM (series). 
80091 4145.3. See, Air Force Department, Air Force manual AFM 71-4. 

30092 Federal item identification guide: Automobiles, buses, and trucks, May 28, 
1971, Change 2. July 2. 1973. [66] p. 4° (FIIG A375; Defense Supply 
Agency, Defense Logistics Services Center, Battle Creek, Mich.) [Issued 
with perforations.] * Paper, 85c. @ Item 314-A D 7.6/4: Au 8/2/ch.2 
30093 Badges, buttons, and insignias, May 28, 1971, Change 1. Apr. 20, 1973. 
[91] p. 4° (Interim FIIG 1T131; Defense Supply Agency, Defense 
Logistics Services Center, Battle Creek, Mich.) [Issued with perfora- 
tions.] * Paper, $1.00. @ Item 314-A D 7.6/4: B 14/3/ch.1 
30094 — Bags, envelopes, and shipping sacks, Nov. 27, 1970, Change 1. June 20, 
1973. cover title, [54] p. il. 4° (FIIG A111; Defense Agency, Defense 
Logistics Services Center, Battle Creek, Mich.) [Issued with perfora- 
tions.] * Paper, 80c. @ Item 314-A D 7.6/4: B 14/2/ch.1 
30095 - Bearing, antifriction, Dec. 12, 1969, Change 2. June 8, 1973. cover title, 
[67] p. 4° (FIIG A044; Defense Supply Agency, Defense Logistics 
Services Center, Battle Creek, Mich.) [Issued with perforations.] 
* Paper, 85c. @ Item 314-A D 7.6/4: B 38/2/ch.2 
30096 ——— Brackets, Sept. 19, 1969, Change 5. June 4, 1973. [71] p. il. 4° (FIIG 
A 042; Defense Supply Agency, Defense Logistics Services Center, Battle 
Creek, Mich.) [Issued with perforations.] * Paper, 95¢e. @ Item 314—-A 
> 7.6/4: B 72/ch.5 
80097 -Capacitors, fixed. June 22, 1973. cover title, [169] p. il. 4° (FIIG 
A010A; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued with perforations.] * Paper, $2.35. 
@ Item 314-A D 7.6/4: C 17/973 
$0098 ——Chain and wire rope. Mar. 6, 1970, Change 2. June 29, 1973. [58] 
p. il. 4° (FIIG A082: Defense Supply Agency, Defense Logistics Serv- 
ices Center, Battle Creek, Mich.) [Issued with perforations.] * Paper, 
85c. @ Item 314-A D 7.6/4: C 34/ch.2 
30099 Gloves, mittens, and sleeves, Apr. 30, 1971, Change 1. July 30, 1973. 
[58] p. 4° (INTERIM FIIG T178; Defense Supply Agency, Defense 
Logistics Service Center, Battle Creek, Mich.) [Issued with perfora- 
tions.] * Paper, 95c. @ Item 314-A D 7.6/4: G 51/eh.1 
30100 —-—_ Handles, Nov. 6, 1970, Change 1. June 20, 1973. cover title, [44] p. il. 
4° (FIIG A250; Defense Supply Agency, Defense Logistics  ervices 
Center, Battle Creek, Mich.) [Issued with perforations.] * Paper, 70c. 
@ Item 314-A D 7.6/4: H 19/ch.1 
30101 —__ Hinges, May 29, 1970, Change 2. June 20, 1973. [38] p. 4° (FIIG 
A251; Defense Supply Agency, Defense Logistics Services Center, Battle 
Creek, Mich.) [Issued with perforations.] * Paper, 60c. @ Item 314—-A 
D 7.6/4: H 59/ch.2 
30102 ——— Hose, air duct and air breathing, Nov. 20, 1970, Change 1. June 21, 
1973. cover title, [50] p. il. 4° (FIIG A229; Defense Supply Agency, 
Defense Logistics Services Center, Battle Creek, Mich.] [Issued with 
perforations.] * Paper, 60c. @ Item 314-A D 7.6/4: H 79/4/ch.1 


30103 —_—_ Laboratories and related apparatus, Apr. 30, 1971, Change 1. July 11, 
1973. [67] p. 4° (INTERIM FIIG T396; Defense Supply Agency, De- 
fense Logistics Services Center, Battle Creek, Mich.) [Issued with 
perforations.] * Paper, 85c. @ Item 314-A D 7.6/4: L.11/4/eh.1 
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30104 —_ Medical and dental assemblies, kits, sets, and units, June 25, 1971, 
Change 2. July 5, 1973. [237] p. 4° (INTERIM FIIG T107; Defense 
Supply Agency, Defense Logistics Services Center, Battle Creek, Mich.) 
[Issued with perforations.] * Paper, $3.10. @ Item 314-A 
D 7.6/4: M 46/4/ch.2 


30105 ——_— Metal bars, rods, wires, sheets, plates, and shapes, June 11, 1971, 
Change 3. July 20, 1973. [92] p. 4° (FIIG A181; Defense Supply Agency, 
Defense Logistics Services Center, Battle Creek, Mich.) [Issued with 
perforations.] * Paper, $1.00. @ Item 314—A D 7.6/4: M 56/3/ch.3 


30106 —__. Paving breaker and rock drill accessories, May 24, 1968, Change 1. 
June 13, 1973. cover title, [88] p. il. 4° (FIIG A060; Defense Supply 
Agency, Defense Logistics Services Center, Battle Creek, Mich.) [Issued 
with perforations.] * Paper, 60c. @ Item 314-A D 7.6/4: P 28/ch.1 


30107 - Personal toiletry articles, May 14, 1973, Change 3. Aug. 2, 1973. [49] p. 
4° (INTERIM FIIG T120; Defense Supply Agency, Defense Logistics 
Services Center, Battle Creek, Mich.) [Issued with perforations.] 
* Paper, SOc. @ Item 314-A D 7.6/4: T 57/ch.3 


30108 -Pin, piston, Nov. 20, 1970, Change 1. June 20, 1973. [34] p. il. 4° 
(FIIG A095; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued with perforations.] * Paper, 50c. @ Item 
314-A D 7.6/4: P 65/ch.1 


30109 —_ Pipe and tube, metallic. July 6, 1973. cover title, [100] p. il. 4° (FIIG 
A040A ; Defense Supply Agency, Defense Logistics Services Center, Bat- 
tle Creek, Mich.) [Issued with perfcrations.] * Paper, $1.25. @ Item 
314-A D 7.6/4: P 66/973 

30110 Ranges, electric, gas, and oil burning, Nov. 29, 1968, Change 5. June 18, 
1973. [21] p. 4° (FIIG A050; Defense Supply Agency, Defense Logis- 
tics Services Center, Battle Creek, Mich.) [Issued with perforations. ] 
* Paper, 30c. @ Item 314-A D 7.6/4: R 16/ch.5 


30111 —__ Rivets, rivet caps, and collars, May 26, 1967, Change 5. June 22, 1973. 
[55] p. il. 4° (FIIG A040; Defense Supply Agency, Defense Logistics 
Services Center, Battle Creek, Mich.) [Issued with perforations.] 
* Paper, SOc. @ Item 314-A D 7.6/4: R52/ch.5 


Speed changers, and components, May 21, 1971, Change 1. May 8, 1973. 
[34] p. 4° (FIIG T154; Defense Supply Agency, Defense Logistics 
Services Center, Battle Creek, Mich.) [Issued with perforations.] 
* Paper, 50c. @ Item 314-A D 7.6/4: Sp 3/ch.1 


30113 ——_ Structural shapes, nonmetallic, Sept. 19, 1969, Change 2. June 20, 1973. 
[55] p. il. 4° (FIIG A145; Defense Supply Agency, Defense Logistics 
Services Center, Battle Creek, Mich.) [Issued with perforations.] 
* Paper, 80c. @ Item 314-A D 7.6/4: St 8/ch.2 


—— Surgical catheters, drains and tube, Apr. 10, 1970, Change 3. June 15, 
1973. [23] p. 4° (FIIG A221; Defense Supply Agency, Defense Logis- 
tics Services Center, Battle Creek, Mich.) [Issued with perforations. ] 
* Paper, 30c. @ Item 314-A D 7.6/4: Su 7/ch.3 

-Terminal boards, June 2, 1967, Change 3. June 28, 1973. [56] p. il. 4° 
(FIIG A011; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued with perforations.] * Paper, 80c. @ Item 
314-A D 7.6/4: T 27/ch.3 

30116 ——Turnbuckles; clevis/connector rod ends and tie rods, Aug. 14, 1970, 
Change 1. June 29, 1978. [59] p. il. 4° (FIIG A264; Defense Supply 
Agency, Defense Logistics Services Center, Battle Creek, Mich.) [Issued 
with perforations.] * Paper, 85c. @ Item 314—-A D 7.6/4: T 84/ch.1 
— Valve, poppet, engine, Noy. 13, 1970, Change 1. June 20, 1973. [44] p. il. 
4° (FIIG A112; Defense Supply Agency, Defense Logistics Services 
Center, Battle Creek, Mich.) [Issued with perforations.] * Paper, 70c. 
@ Item 314-A D 7.6/4: V 24/6/ch.1 
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Federal item identification guide: Washers, June 23, 1967, Change 2. 
June 29, 1973. [98] p. 4° (FIIG A022; Defense Supply Agency, Defense 
Logistics Services Center, Battle Creek, Mich.) [Issued with perfora- 
tions.] * Paper, $1.00. @ Item 311-A D 7.6/4: W 27/ch.2 


30119 —— Wearing rings, Mar. 5, 1971, Change 1. May 31, 1978. [89] p. il. 4° 
(FIIG A199; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued with perforations.] * Paper, 60c. @ Item 
314-A D 7.6/4: R 47/3/ch.1 


Joint travel regulations: v. 1, Army, Navy, Marine Corps, Air Force, Coast 
Guard, National Oceanic and Atmospheric Administration Corps, Public 
Health Service. [1973.] [437] p. il. 4° [Reprint including change 244, 
May 1973. Issued with perforations.] * Paper, $17.00 (including basic 
publication and supplementary material for an indefinite period) ; $4.25 
additional for foreign mailing. @ Item 306-B-1 D 1.6/4: 973 


Military standard MIL-STD (series). [Issued with perforations.] tf 
@ Item 314-J D 7.10: (nos. ) 
30121 35—-1A(MI). Automated engineering wo A we system: Materials. 
May 22, 1973. iv+35 p. 8.) [ Supersedes MIL— 
STD-35-- 1(MI1), Feb. 1, i972.) 
30122 1601 (SHIPS). a Pg 5% inch dynamic _. eating of metallic materials. 
, 1973. v+17 p. 11. 4° (FSC 95GP.) 
30123 MILSTRIP, supp. my Preject codes. May 1978. [67] p. (DoD 4140.17-M; 
Office of Assistant Secretary of Defense (Installations & Logistics).) 
{Issued with perforations. Supersedes edition of Oct. 1, 1971 and all 
interim changes.] * Paper, 95c. @ Item 314-A 
D 7.6/4: M 59/supp.4/rev. 


DEFENSE MAPPING AGENCY, Defense Dept. 
Washington, DC 20305 


Publications. (Hydrographic Center.) @ Item 378(Rev.1957) 

115. Change 20, Apr. 28, 1973, List of lights and fog signals, Norway, Iceland 
and Arctic Ocean. [1973.] [183] p. 4° [Includes list of effective pages, 
and Notice to mariners 17, 1973" “Issued with ae.) t Paper, 
50c. D 203.22 : 115/ch.20 
2. Sight reduction tables for air navigation : v. 2 latitudes 0°-39°, 
declinations 0°-29°. 1973 reprint. xii-+ 242 p. il. 4° “{Tabies on p. 2 and 
8 of cover.) * Cardboard, $4.85 (S/N 0842-00056). 

D 5.317 : 249/v.2/973 


DOMESTIC AND INTERNATIONAL BUSINESS ADMINISTRATION, 
Commerce Dept., Washington, DC 20230 


Notr.—The Domestic and International Business Administration was estab- 

lished within the Department of Commerce by Dept. Organization Order 40-1, 
effective Nov. 17, 1972. 

80126 The DMC, your export department. June 1978. [12] p. narrow 8° ([Office 

of International Trade Promotion,]) ¢ @ Item 231-A ©57.102: Ex7 


Overseas business reports OBR (series). [Issued irregularly.] * Paper, 
$28.50 a yr., $7.25 additional for foreign mailing; single copy, 30c. (1-3 
yr. subs.). @ Item 2381-B C 57.11: (nos. ) 

30127 73-22, or trade regulations of Republic of Zambia; by Mary L. Manley 
Joyce Christian. June 1973. 6 p. 4° [Issued with perforations. 
Supersedes OBR 67-—20.] 


30128 ° a in Yugoslavia rie bibliography] ; prepared by Leo Kuus. June 
197 6p. 4° [Issued with perforations. ] 


30129 73-31. os > io Italy [with wee ge — by Alan O. Maurer. July 
rat 


0p. 4° [Issued with perfo ons. } 
80130 3-32. Investment laws of selected African countries; prepared by Marlene 
McKinley. July 1973. 16 p. il. 4° [Issued with perforations.] 
30131 73-33. Trade of United States with communist areas in Wastern Burope and Asia, 
1970-72. July 1973. 27 p. 4° [Issued with perforations. ] 
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DOMESTIC COMMERCE BUREAU, Commerce Dept. 
Washington, DC 20230 


30132 Emergency plan for industral mobilzation. Mar. 1972. [72] p. 4° (Office 
of Industrial Mobilzation.) [Issued with perforations.] tf 
C 41.2: Em 3/3 


EAST-WEST TRADE BUREAU, Commerce Dept. 
Washington, D.C. 20230 


Nots.—The East-West Trade Bureau has been established within the Domestic 
and Internatinal Business Administration of the Department of Commerce by Dept. 
Organization Order 40-1, effective Nov. 17, 1972. 

30133 Selected U.S.S.R. and Eastern European economic data. June 1973. [4] 
+66 p. il. 4° [Prepared by Office of East-West Trade Analysis in con- 
junction with Bureau of Intelligence and Research, Department of State 
and other government agencies.] + @ Item 212—A-1 
L.C. card 73-602404 C 57.402: Un3 


ECONOMIC RESEARCH SERVICE, Agriculture Dept. 
Washington, DC 20250 


30134 Farm real estate market developments, Mar. 1972—Mar. 1973. July 1973. 
35 p. il. 4° (CD 78.) ¢ @ Item 42-A A 93.9/4: 78 


EDUCATION OFFICE, Health, Education, and Welfare 
Dept., Washington, DC 20202 


30135 Directory of postsecondary schools with occupational programs, 1971, pub- 
lic and private; by Evelyn R. Kay. [1973.] xix+413 p. 4° (DHEW 
publication (OE) 73—11410, National Center for Educational Statistics.) 
[At head of title on cover’: Vocational education.] * Paper, $3.95 (S/N 
1780-01191). @ Item 455-F HE 5.96/2: 971 


30136 Directory of secondary schools with occupational curriculums, public- 


nonpublic, 1971; by Nicholas A. Osso. [1973.] xxiv+450 p. 4° (DHEW 
publication (OE) 73-11409 ; National Center for Educational Statistics. ) 
[At head of title on cover: Vocational education.] * Paper, $4.20. 
@ Item 455-F HE 5.96 : 971 


7 Education amendments of ’72, one year later, [address] by S. P. Marland, 
jr., Assistant Secretary for Education, Department of Health, Education, 
and Welfare before annual meeting of Southern Regional Hducation 
Board, Hot Springs, Va., June 13, 1973. [1973.] 14 leaves, 4° f 

HE 5.8: M 34/57 


3 Employment statistics of public television licensees: June 30, 1970; by 
S. Young Lee [and others]. [1973.] xii+90 p. il. 4° (DHEW publication 
(OE) 73—-11001.) [Prepared by National Center for Educational Statis- 
tics and Corporation for Public Broadcasting. Educational technology is 
at head of cover.] * Paper, $1.25. @ Item 461 (Rev. 1965) 

HE 5.2: Em 7/2/970 


Financial accounting, classification and standard terminology for local and 
State school systems; compiled by Charles T. Roberts and Allan R. 
Lichtenberger. [1973.] v+194 p. il. 4° (DHEW publication (OB) 73- 
11800; State Educational records and reports series, handbook II, re- 
vised.) * Paper, $2.35. @ Item 461—A (Rev. 1969) 

HE 5.6/2: F 49/973 


30140 Financial statistics of public television licensees, fiscal year 1971 by 
S. Young Lee and Ronald J. Pedone. [1973.] xv+116 p. 4° (DHEW 
publication (OE) 73—11002 ; National Center for Educational Statistics. ) 
[Prepared in cooperation with Corporation for Public Broadcasting. 
Text on p.2 of cover.] * Paper, $2.10. @ Item 461 (Rev. 1965) 

HE 5.2: F 49/2/971 
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National assessment of educational progress, project of Education Com- 

mission of the States: Reports. @ Item 461 (rev. 1965) 

L.C. card 72-601536 HB 5.2: As 7/rp. (nos. ) 

02-L-—00. Literature, summary data [1970-71 assessment]. June 1973. x+105 p. 
fl. 4° * Paper, $1.30. 

02-L—04. Survey of reading habits, theme 4, literature, [1970-71 assessment]. 
May 1973. xiv+ 261 p. il. 4° * Paper, $2.85. 

02—-R-01. Understanding words and word relationships [1970-71 assessment], 
theme 1 of national assessment of reading. Apr. 1973. xx+91 p. fl. 4° 
{Text on p. 2 of cover.] * Paper, $1.25. 

02-R-02. Graphic materials, theme 2, reading [1970-71 assessment]. June 1973. 
xv+199 p. il. 4° ¢ Paper, $2.60. 

02—R-04. Reference materials: nse 4, Readin [by Charles J. Gadway]. July 
1973. xvili+149 p. il. 4°. * Paper, $4.16. 

a Science : Group and balanced group results for color, parental education, 
size and type of comment and balanced group results for region of 
country, sex. May 1973. xxi+195 p. fl.4° * Paper, $2.60 

11. Writing: Group results A and B for objectively scored exercises, 1969— 
70 assessment, national results by re; 1 May i sex, color, size and type of 
community, and parental oa ay 1973. xi+80 p.il.4° [Text 
on p. 2 of cover. * Paper, 


Preprimary enrollment, Oct. 1972; by Linda A. Barker. [1973.] vi+30 p. il. 
4° (DHEW publication (OE) 7383-11411; National Center for Educa- 
tional Statistics.) [At head of title on cover: Blementary and secondary 
education. Highlights on p. 2 of cover. List of related NCES publications 
on p. 8 of cover.] * Paper, 55c. @ Item 460—-A-20 HE 5.98/7 : 972 


30149 Profession of change, [address] by S. P. Marland, jr., Assistant Secretary 
for Education, Department of Health, Education, and Welfare before 
graduate commencement, Rhode Island College, Providence, R.I., June 8, 
1973. [1973.] 10 leaves, 4° + HE 5.8: M 34/56 


30150 Projections of educational statistics to 1981-82. 1972 edition. [1973.] ix 
+180 p. 4° (DHEW publication (OE) 73—-11105; National Center for 
Educational Statistics.) * Paper, $2.35 (S/N 1780-01158). © Item 
460-A-10 HD 5.210 : 10030-72 


Recent educational policy and legislative developments abroad. 

Some French initiatives in educating ———~ | and culturally disadvantaged [with 
list of selected references; by] Raymond B. Wanner. [1973.] v+17 p. (DHEW 
publication (OE) 73-19101; Institute of International Studies.) * Paper, 30c. 
@ Item 460—A-14 HE 5.94: F 88/2 


Suggested 2-year post high school curriculum. [Illinois Curriculum Man- 
agement Center, Division of Vocational and Technical Education, Board 
of Vocational and Technical Education, Board of Vocational Education 
and Rehabilitation, Springfield, Ill. pursuant to grant OEG-—72-4684. ] 

30152 Air pollution technology [with whew 4 bsst. ] vi+109 p. il. 4° [Prepared 


pursuant to contract OBC Fe Community College, Gaines- 
ville, Fla.} * Paper, $1.25. @ Item 461-A (Rev. 1965) HB 5.6/2: Ai7 


30153 Vocational education, State instructional materials for trade and industrial 
occupations. [19738.] [2]+iv+108 p. 4° [Material available from State 
education agencies. Prepared in cooperation with Texas and Oklahoma 


State educational offices. Issued with perforations.] * Paper, $1.45. 
@ Item 455-D HB 5.10: T 67/2/9738 


30154 Voices from real world [address] by S. P. Marland, jr., Assistant Secretary 
for Education, Department of Health, Education, and Welfare before 
Annual Conference of Council of Colleges of Arts and Sciences, Wash- 
ington, D.C., Nov. 10, 1972. [1973.] 14 leaves, 4° ¢+ HE5.8:M 34/59 


30155 What’s happening to America? [address] by S. P. Marland, jr., Assistant 
Secretary for Education, Department of Health, Education and Welfare 
at 3d annual commencement exercises, Fairfield University, Fairfield, 
Conn., June 3, 1978. [1973.] 12 p. 4° +f HB 5.8: M 34/58 
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Ocrozer 1978 


ENGINEERS CORPS (Army), Defense Dept. 


Norgs.—Orders or requests for publications listed below which are not sold by 
the Superintendent of Documents should be sent to the preparing and issuing 
office indicated. Address requests to the U.S. Army Corps of Engineers and add 
the city and state shown. Publications shown as initiated and issued by the 
Chief of Engineers should be sent to: Office of the Chief of Engineers, Publications 
Depot, 890 Pickett Street, Alexandria, VA 22304. 


Cold Regions Research and Engineering Laboratory : Research report. 
307. Theory of soil plasticity with indefinite angle of non-coaxiality [with list of 
literature cited; by] Shunsuke omg May 1973. ili+31 p. il. 4° 
project 1T061102B52< task 02; wor 


[DA 
unit 006.) ft D 103.33/3 : 307 


—— Special report. 

186. Growth and survival of northern plants at low soil temperatures, growth 
response, organic nutrients, and ammonium utilization [with bibliog- 
raphies; by] Brent H. McCown. May 19738. ili+15 p. il. 4° [Grant DA-— 
ENG27021-—72—G34 ; DA project 4A061102B52B ; task 02.] 

D 103.33/2 : 186 


Technical reports. f D 108.33 : (nos. ) 
233. Fundamental concepts for ramet disengagement of frozen soil, phase 1 [with 
bibliography ; by] Foster-Miller Associates, Inc. May 1973. v+148 p. il. 4° 
[Contract DA-27021-AMC-461 (X).] 
240. Observations of surface effect vehicle performance [with list of literature 
cited; by] R. A. Liston. Apr. 1973. iv+59 p. il. 4° [Prepared for Ad- 
vanced Research Projects Agency, ARPA order 1615. ] 


Construction Engineering Research Laboratory: Technical manuscripts. 
@ Paper, each, $3.00. D 103.53/2: a : 
M-46. Polymerized lightweight structural elements [with list of references] ; 
J. Lott, D. Birkimer. May 1973. iv+7+ [3] p. 4° (ILIR study.) 

M-—47. Lime-cement combination stabilization (ILIR study) [with list of ref- 
erences] ; by Lovick P. Suddath. May 1973. vii+33-+- [5] p. il. 4° 

M-48. Polymer concrete-reinforced concrete composite beams [with list of ref- 
erences] ; by James Lott, Dan Naus, and Paul Howdyshell. May 1973. 
vi+32+ [5] p. il. 4° 


—— Technical report. 
P-5. Proceedings, Allerton Park conference on systems operye to airfield pave- 
ments Mar. 23-26, 1970 (rational pavement des {with lists of ref- 
erences] ; by R. W. Woodhead, R. H. Wortman. Sens 1973. v+512+ [3] 
p. il. 4° Paper, $13.60. D 103.53 : P-5 


Contract report. 

H-73-—1. Brackish water clam Rangia cuneata as indicator of ee effects 
of salinity changes in coastal waters [with bibliographies] 
Hopkins, J. W. Anderson, [and] K. Horvath, Army—MRC, Vicksburs, 
Miss., June 1973. xi+256+ [2] p. il. 4° [Sponsored by Office, Chief 
of Engineers, Army, conducted under contract DACW39—71—C-—0007 by 
Department of Biology, Research Foundation, Texas A&M University, 
College State, Tex.] f D 103.52 : H-73-1 


1972 annual report of Chief of Engineers on civil works activities, v. 1. 
[1973.] cover title, iv+121 p. il. 4° [Also issued as H. doc. 4, 93d Cong., 
ist sess.] * Paper, $2.60 (S/N 0822-00070). @ Item 334 

D 103.1 : 972/v.1 


Waterways Experiment S.ation. 
NotTe.—Unless otherwise indicated, publications of Waterways Experiment Sta- 
tion may be ordered from Corps of Engineers, U.S. Army, Waterways ®xperiment 
station, Vicksburg, Miss. (price upon application). 


—— Miscellaneous papers. D 103.24/4 : (letters—nos. ) 
M-73-7. Analysis of ability of laser profilometer system to evaluate unprepared 
landing sites [with list of literature cited] ; by L. E. Link, jr. Army— 
MRC Vicksburg, Miss., May 1973. [106] p. il. 4° [Sponsored by U.S. 
Army Materiel Command, project 1V021701A047. Conducted by Mobil- 
ity and Environmental Systems Laboratory, Vicksburg, Miss.] 
S-—73-—27. Design of landing-mat-surfaced airfields for operation of C-5A aircraft 
{with list of literature cited] ; by D. N. Brown, V. C. Barber. Army— 
MRC Vicksburg, Miss., May 1973. xi+26+ [5] p. il. [6]+22 p. of 
pl. 4° [Sponsored by Office, Chief of engineers, U.S. Army. Con- 
ducted by U.S. Army Engineer Waterways Experiment Station, Soils 
and Pavements Laboratory, Vicksburg, Miss.] 
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—— Technical reports. D 108.24/2 : (letters—nos. ) 
30168 E-73-—2. Military engineering applications of commercial explosives, introduc- 
tion [with list of references; by] a—— Briggs. May 1973. cover 
title, ix+151+ [2] p. il. (Explosive Excavation Research Labora- 
tory, Livermore, if. ® Paper, $3.00. 
30169 H-73-9. Port construction in theater of operations, errata sheet. June 27, 1973. 
1 p. 4° 


ENVIRONMENTAL DATA 7 Ds eta Dept. 
Washington, DC 2023 


80170 CHDDA, Center for Experiment Design and Data Analysis. [1973.] [8] p. 
il. narrow 8° (NOAA/PA 78016.) + @ Item 273-D-1 ©455.202:C33 


80171 [nternational Decade of Ocean Exploration, progress report, Jan. 1970— 
July 1972 [with Seabed assessment bibliography]; prepared by U.S. 
Department of Commerce, National Oceanic and Atmospheric Adminis- 
tration, Environmental Data Service, under contract to National Science 
Foundation, Office for International Decade of Ocean Exploration. Jan. 
1973. iv+-33 p. il. 4° ¢ @ Item 273-D-3 
L.C. ecard 73-601618 C 55.227 : 970-72 


World Data Center A for Solar-Terrestrial Physics: Report UAG (series). 
+ Paper, $9.00 a yr.; $2.50 additional for foreign mailing; single copies 
vary in price (National Climatic Center, Federal Bldg., Asheville, NC 
28801, Att: Publication). C 55.220: (nos. ) 
24. Data on solar-geophysical activity associated with major ground level cosmic 

ray events of Jan. 24, and Sept. 1, 1971 [with lists of references] ; compiled 
by Helen BD. Coffey and J. Virginia Lincoln. Dec. 1972; [published 1973]. 
pt. 1. [1] +v+298 p. il. 4° + Paper, $2.00. 
pt. 2. [1] +vi-—vili+ 299-462 p. Paper, $2.00. 
26. Data compilation for magnetospherically quiet periods, Feb. 19-23 and Nov. 
29—Dec. 3, 1970; compiled by Helen E. Coffey and J. Virginia Lincoln. May 
1973. [1]+11+130 p. il. 4° [Includes publication notice, list of publica- 
tions.] +t Paper, 70c. 
28. Collected data reports on Aug. 1972 solar-terrestrial events [with lists of 
references] ; Helen EB. Coffey, editor. July 1973. 
1+1- weiter 2S tt Ge + Paper, $1.50. 
] + v—vili-+ 287-585 p. ‘t. 4° + Paper, $1.50. 
] +ix—xiii+ 587-887 p. il. 4° + Paper, $1.50. 


[2 
. [2 
{2 


ENVIRONMENTAL PROTECTION AGENCY 
Washington, DC 20460 


Ecological research series BPA-—R3. (Office of Research and Monitoring.) 

30175 73-026. Shagawa Lake project, lake restoration by nutrient removal from waste- 
water effluent [with list of references] ; by K. W. Malueg [and others]. 

Jan. 1978. \ ng p. il. 4° (National Environmental Research 

Center.) * Paper, 85e. @ Item 431-I-11 EP 1.23 : 73-026 


Environmental monitoring series BPA—R4 (series). (Office of Research and 
Monitoring. ) 
30176 78-022. Proceedings of First Microbiology Seminar on Standardization of — 
ods, San Francisco, Calif., Jan. 1973 [with lists of references]. Mar. 
1973. [227] p. il. 4° {8 onsored by Quality Assurance Division. ] 
* Paper, $2.60. @ Item 431-I-24 EP 1.23/5 : 73-022 
Environmental protection technology series EPA-R2. (Office of Research 
and Monitoring.) EP 1.23/2: (nos.) 
30177 73-122. Evaluation of oetpent for urban wastewater reuse [with _ of refer- 
ences] ; by K. D. Linstedt and E. R. Bennett. July 1973. x+139+ [1] 
p. il. 4° [Grant 17080 DOI. ] * Paper, $2.10. @ Item ‘3 31-I-12 
30178 73-144. Lagoon performance and state of lagoon technology [with bibliogra- 
phies] ; by George Barsom. June 1973. vi+214+-[1] p. 4° * Paper, 
$2.60. @ Item 431-I-12 
30179 73-178 b. ame ry! Seine of coal: Report of bench-scale developments, 
v. 2 J. W. Hamersma [and others]. Feb. 1973. iii p.+82 leaves, 
4° iPtescsed by Systems Group of TRW, Inc., Redondo Beach, Calif., 
under contract EHSD 71-7. Program element 1A2013; project 
21ADD-96.] Paper, $3.00. 
30180 7 . Identification and control of petrochemical pe inhibitory to 
anaerobic processes [with list of references] ; by J. C. Hovious, G. T. 
Waggzy, and R. A. Conway. Apr. 1973. x-+ 1034 [1] p. il. 4° [Project 
12020 FER.] * Paper, 1.25. @ Item 431-I- 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing O 
tNot Available for Sale or Distribution 
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73-199. Application of plastic media trickling filters for biological nitrification 
systems [with list of references] ; by Glenn A. Duddles and Stevens E. 
Richardson. June 1973. v+111+ [1] p. il. 4° (National Environ- 
mental Research Center.) [Contract 14-12-900; project element 
1B2043.] * Paper, $1.25. @ Item 431—I-12 

73-200. Recondition and reuse of organically contaminated waste sodium chlo- 
ride brines [with list of references] ; by R. D. Fox, R. T. Keller, C. J. 
Pinamont. May 1973. ix-+ 110+ (1] p. il. 4° [Project 12020—BAS.] 
* Paper, $2.10. @ Item 431-I-1 

30183 73-210. Stationary internal combustion engines in United States [with _— Hog: 
raphy]; by Charles R. McGowin. Apr. 1973. v+80+ 33+ [1] p. 
[Contract EHSD 71-45, task 24, program element 1A2014.] B Price 
upon application.) 

30184 73-218. Development of in-situ prototype diode laser system to monitor SO2 
across stack [with lists of references]; by E. D. Hinkley. May 1973. 
iv+73 p. il. 4° [Contract 68-02-0569, program element 1A1010.] 
(Price upon application.) 

30185 3-219. Feasibility study of in-situ source monitoring of particulate gompoutie 
by Raman or fluorescence scatter [with list of references] ; M. L. 
Wright, K. S. Krishnan. June 1973. ix+117+ [2] p. il. 4° [Contract 
68—02—0594, program element 1A1010.] (Price’ upon application.) 

30186 3-226. Marine sanitation system demonstration [with list of references]; by 
Edmund L. Kaminsky, William F. Roberts, John C. Volk, jr. May 
1973. x+105+-[1] p. il. 4° [Project 15020 GYM.] * Paper, $1.25. 
@ Item 431-I-12 

Recent wg” in desulfurization of fuel oil and waste gas in 
Japan, 1973 [with list of references]; by Jumpei Ando, May 1973. 
vi+155 p. il. 4° [Contract 68-02-0242; program element 1A2013.] 
& Paper, $3.00. 

Tertiary treatment of commend domestic and industrial wastes [with 
list of references] ; John W. Lee, jr. May 1973. xili+203+ [1] 
p. il. 4° [Grant 41600 gDLF. Program Eleme nt 1B2037 (Project 
12130 DLF).] * Paper, $2.60. @ Item 431-I- 

Flow augmenting effects of additives on open yi i flows [with list 
of references]; by Charles Derick, Kevin Logie. June 1973. viii+74 
+ [1] p. il. 4° [Contract 68-01-0168, project 11020 CQG. Includes 
literature survey of fluid friction reducing polymers.] * Paper, 
$1.00. @ Item 431-—I-12 

30190 3-242. Temporary detention of storm and combined sewage in natural under- 
ground formations; [prepared by Richard A. Hudak, Thomas J. 
McMahon for] City of St. Paul, Minn. May 1973. vii+70+ [1] p. il. 
4° [Project 11030 DSL; program element 1B2034.] * Paper, 95c 
@ Item 431-I-12 

30191 73-254. Polarographic determination of NTA [with list of references]; by 
Thomas B. Hoover, Southeast Environmental Research Laboratory, 
Athens, Ga. June 1973. vi+44+[1] p. il. 4° (National Environ- 
mental Research Center. * Paper, 75c. @ Item 431-—I-12 

30192 257. Water pollution and associated effects from street salting [with list 
of references]; by Richard Field [and others]. May 1973. ix+48 
+[{1}] p. il 4° (National Environmental Research Center.) 
* Paper, 85c. 

30193 73-260. Study of gamma induced low A+ ow oxidation of textile efluents 
{with list of references]; by F. N. Case [and] E. EB. Ketchen. May 
1973. x+60+ [1] p. il. 40 [Project 12090 FWD.] * Paper, 90c. 
@ Item 431-I-12 

30194 3-268. Ground water pollution in South Central States [with bibliography] ; 
by M. R. Sealf, J. W. Keeley and C. J. LaFevers. June 1973. viii+181 
p. il. 4° (Robert S. Kerr Environmental Research Laboratory, Ada, 
Okla.) [Project 21—-AIO—03; program element 1B1024.] * Paper, 
$2.35. @ Item 431-—I-12 

30195 : . Treatment of complex cyanide compounds for reuse or disposal [with 
list of references]: by Thomas N. Hendrickson, Louis G. Daignault. 
June 1973. xi+151+ [1] p. il. 4° [Project 12120 ERF.] * Paper, 
$2.10. @ Item 431-I-12 

30196 3-284. Nitrogen oxide abatement technology in Japan, 1973 [with list of 
references]; by Jumpei Ando and Heliichiro Tohata. June 1973. iv 
+37+ [1] leaves, il. 4° [Contract 68-02-0242; task no. 11, pro- 
gram element no. 1A2013.] & Paper, $3.00. 

Socioeconomic environmental studies series EPA-—R5. (Office of Research 
and Monitoring.) @ Item 431-I-19 EP 1.23/38 : (nos. ) 

30197 73-018. Environmental protection through public and private development con- 

trols [with list of publications] ; by Ann L. Strong and John C. Keene. 

{Project 16110EDC, University of Pennsylvania, Philadelphia, PA.] 

* Paper, $2.10. 

30198 73-019. Stream quality preservation through planned urban development [with 

bibliography]; by Robert E. Coughlin and Thomas R. Hammer. May 

1973. xiv+227+ [1] p. il. 4° [Project 16110 DYX.] * Paper, $2.60. 

Solid waste management SW (series). 
30199 105. There lived a wicked dragon, environmental coloring book for children and 
adults; by Martha Finan. 1973. [2]+30 p. il. oblong, 12° * Paper, 55c. 
(S/N 5502-00106). @ Item 431-I-7 BP 1.17 : 105 
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Water pollution control research series, 


30200 13040—-07/68. Pollution implications of ~ ry J wastes, forward oriented review 
with list of references] ; A we oe C. Loehr. Reprinted 

une 1973. xili+148+[1i] p. (Office of Research and 

Monitorin .) [Contract 14-12-88, program element 1B2039.] 

* Paper, 10. @ Item 473-A-1 BP 1.16: 13040-07/68 


ENVIRONMENTAL RESEARCH LABORATORIES, Commerce Dept. 
Boulder, CO 80302 


PRL program plan (series). f OC 55.615 : (nos. ) 

30201 73-1. High plains precipitation enhancement project, preliminary planning docu- 
ment [with list of references]. July 1972. 111+33 p. il. 4° (Offices of 
Weather Modification and Programs. 

30202 73-1. High plains precipitation enhancement research project, preliminary ao 
ning document [with list of references]. [Revised edition.] Aug. 1972. 
i1i+33 p. il. 4° (Office of Weather Modification.) 

302038 Hurricane research progress report, 65. Mar. 15, 1972. [1]+28 leaves, large 

8° (Atlantic Oceanographic and Meteorological Laboratories, National 
Hurricane Research Laboratory.) ¢ C 55.609 : 65 


Programs and resources; [prepared in Office of Programs]. [June 1972.] 
iii+179 p. i. 4 fF C 55.602: P 94 


Space Hnvironment Laboratory. Dec. 1971. iii+47 p. il. 4 f 
© 55.602: Sp 1/2 


EQUAL EMPLOYMENT OPPORTUNITY COMMISSION 
Washington, DC 20506 


Research report. (Office of Research.) 

30206 973-41. Employment profiles of minorities and women in SMSA’s of 17 large 
cities, 1971; [by] Frank A. Haughton. [1973.] v+106 p. il 4° f 

@ Item 1059-A- Y 3.Hq 2: 11/973-41 

80207 7th annual report, Equal Employment Opportunity Commission [fiscal 
year 1972]. [1978.] cover title, [1]+72 p. il. 4° [Text on p. 2 of cover. 

Also issued as H. doc. 118, 98rd Cong., Ist sess.] * Paper, 95c. @ Item 
1059-A-1 Y 3.Eq 2: 1/972 


FARM CREDIT ADMINISTRATION 
Washington, DC 20578 


30208 Production credit associations summary of operations. 1972. cover title, 
[16] p. il. oblong 8° [Text on p. 2 of cover.] f FOA 1.22: 972 


80209 39th annual report 1971-72, Farm Credit Administration, cooperative farm 
credit system. [1978.] xi4-114 p. il. [Also issued as H. doc. 18, 98d Cong., 
ist sess.] ¢ @ Item 480-J-1 FOA 1.1: 972 


FEDERAL AVIATION ADMINISTRATION, Transportation Dept. 
Washington, DC 20553 


80210 Airframe and powerplant mechanics certification guide; [prepared by 
Flight Standards Service]. Revised 1978. [1978.] vii+64 p. il. 4° [In- 
cludes list of recommended study materials. Supersedes AC 65-2B, Air- 
frame and powerplant mechanics certification guide, 1971.] * Paper, 
90c. (S/N 5007-00192). @ Item 481-C4 TD 4.8: Ai 7/6/9738 


FEDERAL DEPOSIT INSURANCE CORPORATION 
Washington, DC 20429 


30211 Operating banking offices [as of] Jan. 1, 1978. [19738.] iv-+641 p. 4° [Con- 
tains listing of all operating banking offices in United States and in 
American Samoa, Canal Zone, Guam, Midway Islands, Puerto Rico, Trust 
Territories, Virgin Islands, Wake Island.] tf Y3.F 81/8: 18/978 
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FEDERAL HIGHWAY ADMINISTRATION, Transportation Dept. 
Washington, DC 20591 


Highway planning technical report. t TD 2.25 : (nos. ) 
30212 25. Effect of suspension of bus service on local peak hour traffic congestion, case 

oe [by Charles A. pa June 1971. cover title, 11 p. il. 4° 
30213 28. Accessibility, its use as evaluation criterion in testing and qralestios alter- 
native transportation “Tuly {with list of references; by Daniel S. Cohen 
and Charles 7 5 uly 1972. cover title,[1]+30' p. il. 40. (Network 

analysis series, no. 

30214 R & D highway pete RO research and development studies, 1972 
(HTRDS 1972), in progress during fiscal year 1972. [1973.] [1]+ii+444 
p. il. 4° (Office of Research and Development. Including Federal-aid 
research and development sponsored by Office of Research and Develop- 
ment, Offices of Planning, Bureau of Motor Carrier Safety, with special 
listings of studies in Federally coordinated program of research and 
development in highway transportation.) * Paper, $4.20 (S/N 5003— 
00115). @ Item 982-G-8 TD 2.24: 972 


Report FHWA-RD (series). 
30215 72-19. Basic properties of Peyaes components [with list of references; byl 
Cc. L. Monismith, G. Hicks, and Y. M. Salam. Sept. 1971. — ‘title, 
vi+ 194 p. il. 4° ,s ty $3. 00. TD 2. : 72-19 
30216 Urban origin-destination surveys, dwelling unit surveys, oregs ne taxi 
surveys, external survey [with selected list of references]. [1973.] [1] 
+vii+309 p. il. 4° * Paper, $3.20 (S/N 5001-00050). ©@ Item 982-G-2 
TD 2.8: Uri/2 


FEDERAL INSURANCE ADMINISTRATION, Housing and Urban 
Development Dept., Washington, DC 20410 


30217 Federal crime insurance program revised quick-reference rate tables and 
simplified manual. Apr. 1, 1978. [1]+ii+22 p. il. 4° (HUD-FIA-31.) f 
HH 10.8: C 86 


FEDERAL INTERAGENCY COMMITTEE ON EDUCATION 


Nore.—The Federal Intera; ie isbe. Committee on Education was established by 
Executive order 11185, Oct. 1 


30218 Federal agencies and black colleges, fiscal year 1971. 19738. v+115 p. 
(DHEW publication (OE) 7383-01300.) * Paper, 80c. (S/N 1780-01120). 
@ Item 1062-A Y3.Ed 8: 2B 56/971 


FEDERAL JUDICIAL CENTER 
1520 H Street NW., Washington, DC 20005 


30219 1969-70 Federal District Court time study, report to Federal Judicial 
Center by Statistical Reporting Service of Department of Agriculture 
and Department of Agriculture Graduate School. June 1971. [150] leaves, 
4° [Submitted pursuant to memorandum of understanding entered into 
by Statistical Reporting Service, Graduate School, and Federal Judicial 
Center.] + 
L.C. card 74-614845 Ju 13.2: F 31/969-70 


FEDERAL REGISTER OFFICE, General Services Administration 
Washington, DC 20408 


Code of Federal regulations. [1978.] * Paper, $200.00 a year, $50.00 addi- 
tional for foreign mailing; single copies vary in price. @ Item 572. 


30220 20. Employees’ benefits, pts. 400—-end, revised as of — 1, 1973. vi+939 p. il. 
[Containing codification of documents of genera _spplicability and future 

effect as of Apr. 1, 1973, with ancillaries.] * ror 7.00. 
108: 20/pt.400—end/973 


36221 23. Highways, revised as of June 20, 1973. 16F Dp. [Contain ag eg 
of documents of general applicability tot uture effects as of vars 20, 197 
with ancillaries.} * Paper, $1.50. GS 4 233/978 
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Code of Federal regulations, [1973]—Continued 


24. Housing and urban development, revised as of Apr. 1, 1973. vi+854 p. 
nee ae Og of documents of general applicability and A a 
effects as of Apr. 1, 1973, with ancillaries.] * Paper, $6.50 

4.108 : 24/973 


ar 
. National Defense, pts. 400-589, revised as of July 1, 1973. vi+584 p. [Con- 
taining codification of documents of general applicability and fature effects 
as of July 1, 1978, with ancillaries.] * Paper, 
$4. 108: 32/pt.400-589/973 
2. National defense, pts. 1400-1599, revised as of July 1, 1973. vi+404 p. 4° 
Neeaang sae 18Te, of documents of general applicability and future 


effects as of July 1,1973.] * Paper, $3.25. 
GS 4.108: £*(pt .1400—1599/973 
. Patents, trademarks, and copguightn, revised as of July 73. vi+175 p. il. 
[Containing codification 0 
effects as of July 1, 1973, with ancillaries.] * Paper, 


documents of general appiteapiity and future 
GS 4.108 : 37/973 


FEDERAL RESERVE SYSTEM BOARD OF GOVERNORS 
Washington, DC 20551 


Bankers and bank holding company, remarks of Jeffrey M. Bucher, Mem- 
ber, Board of Governors of Federal Reserve System, to 79th annual con- 
vention, Florida Bankers Association, Bal Harbour, Fla., June 23, 1973. 
{1978.] [1]+18 p. 4° + FR 1.28: B 85/6 


30227 Monetary policy, savings flows, and availability of housing finance, re- 
marks by Andrew F. Brimmer, Member, Board of Governors of Federal 
Reserve System, before 86th annual convention of Michigan Savings and 
Loan League, Mackinac Island, Mich., July 23, 1973. 1973. [1]+36 p. 
= F FR 1.23: B 77/91 
30228 Open market operations in 1972. [1973.] p. [405]-416 p. 4° [Reprinted 
from Federal Reserve bulletin, June 1973.] + FR 1.3/a: Op 2/4/972 


Regulations (series). +f 
80229 D. Reserves of member banks, amendment effective July 12 ty myo 1973. [1] 
40 FR 1.6: D/970/amat.—4 
30230 ‘ [Securities eredit by persons other than banks, brokers, oy dealers], supple- 
ment, effective May 23, 1973. May 1973. [2] p. 4° FR 1.6: G/969/supp.—5 
30231 . Foreign activities of National banks, Amendment, Sey June 21, 1973. 
[1973.] 1 p. 4° R1.6: M/967/amat. —4 
30232 . [Interests on deposits] supplement effective May 16, 1978. ry fl 1973. [1] p. 
4e FR : Q/971/supp. 
30233 T. [Credit by —— and dealers] supplement, effective May ‘. 1973. May 
1973. [2] p. FR1 : T/969/supp. —6 
30234 J. [Credit by aX on purpose of purchasing or carrying enw moeke) supple- 
ment, effective June 16, 1973. (Revised) June 1973. June 1973. [2] p. 4° 
FR 1.6: 0/969 feupp.2? 


30235 Rules regarding delegation of authority, amendments; effective Apr. 23, 
1973. June 1973. [8] p. 4° ft FR 1.8/2: Au 8/970/amdt.-8 


30236 Some problems of central banking. [1973.] p. [417]-419 4° (Remarks of 
Arthur F. Burns, Chairman, Board of Governors of Federal Reserve 
System, before 1973 International Monetary Conference, Paris, France, 
June 6, 1973.) [Reprinted from Federal Reserve bulletin, June 1973.] 7 

FR 1.3/a : B 225/25 


FEDERAL SUPPLY SERVICE, General Services Administration 
Washington, DC 20405 


Federal standards. Issued with perforations. @ Item 563 
GS 2.8/3 : (nos. ) 
Note. re a standards may be purchased from the General Services Adminis- 
tration, Specifications Activity, Special Programs Division, Building 197, Naval 
Weapons lant, Washington, ‘De 20407. All checks and money orders should be 
made payable to the Treasurer of the United States. Single copies are available with- 
out charge at the nearest GSA regional office. 
30237 242 B. Cable and wire, electrical (power, fixed installation). Mar. 5, 1973. [4] 
p. 4° (FSC 6145.) [J—C—80, issue in effect. Supersedes Fed. std. 242a, 
Aug. 17, 1966.] jh 10¢. 
30238 346 A. Gages, wrench o July 3, 1973. 3 p. il. 4¢ (FSC 5220.) [Supersedes 
Fed. std. $46. Jan e i972.]' + Paper, 10c. 
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FEDERAL TRADE COMMISSION 
Washington, DC 20580 


Consumer bulletin. 
13. Our vocational training ca: can guarantee you job of lifetime. [1973. 4 a . il, 4° 
* Paper, 40c. (S/N 180 0153) @ Item 533-A 3/2: 13 
Pocket guide to choosing vocational school. [1973.] [6] p. il. oblong 48° 
[FTC Buyer’s guide 18.] * Paper, 40c. @ Item 535-A FT 1.8/2: V 85 


FOOD AND DRUG ADMINISTRATION, Health, Education, 
and Welfare Dept., Washington, DC 20201 


Clean hands, manos limpias. [1973.] [28] p. il. ((DHEW publication (FDA) 
73-2014.]) *Paper, 35c. @ Item 475 HE 20.4002 : C 58/973 


Flammable fabrics, 4th annual report [to President and Congress on studies 
of deaths, injuries, and economic losses resulting from accidental burning 
of products, fabrics, or related materials, fiscal year 1972]. [1973.] cover 
title, xiii+200 p. il. 4° ([{Bureau of Product Safety.]) [Some illustra- 
tions are colored.] * Paper, $3.10. @ Item 475-0 HE 20.4020 : 972 

Recommendations to Commissioner for control of foodborne human sal- 
monellosis, report of FDA salmonella task force. [1973.] [4]+71 p. 4° 
{Issued with perforations.] + @ Item 475 HE 20.4002 : Sa 3/3 


We want you to know what we know about drugs for food-producing ani- 
mals. [1973.] [6] p. il. narrow 8° ([DHEW publication (FDA) 73— 
6009.]) * Paper, 20c. (S/N 1712-00176). ©@ Item 475 

HE 20.4002: An 5 


FOOD AND NUTRITION SERVICE, Agriculture Dept. 
Washington, DC 20250 


FNS (series). 
106. Free and reduced price meal handbook. June 1973. cover title, [3] +62 p. 4° 
[English and Spanish.] t @ Item 74—-A-2 A 98.9 : 106 


FOREIGN AGRICULTURAL SERVICE, Agriculture Dept. 
Washington, DC 20250 


[Foreign Agricultural Service, miscellaneous] FAS M (series). 


252. Knits in Western Burope, their impact on cotton; by Bernice M. Hornbeck. 
{July 1973.] cover title, [2]+25 p. iL 4° [Hrrata, 1 p., issued also.] 

@ Item 76-G 
Le card 73-602169 A 67.26 : 252 


FOREST SERVICE, Agriculture Dept. 
Washington, DC 20250 


1972 publications of Southern Forest Dxperiment Station. 1978. 12 p.4° + 
A 13.40/8-3 : 972 


Smokey Bear trading post, help prevent forest fires [catalog of Smokey 
Bear items]. [1973.] [2] p.+48 leaves+[2] p. il. 4° [Issued with per- 
forations.] 7 A18.2: Sm 7/6 


A tree hurts, too. [1978.] cover title, 28 p. il. 4° ([NE-INF-16-73]; 
Northeastern Forest Experiment Station, Upper Darby, Pa.) [Art work 
is by David M. Carroll, Illustrator. Information and illustrations are 
based on Pioneer Forestry Research Project of Alex L. Shigo, Forest 
Service Plant Pathologist, stationed at Forestry Sciences Laboratory, 
Durham, N.H. Text on p. 2-3 of cover. Illustrations are colored.] * Pa- 
per, 90c. Special offer. A 18.42/2: T 71/2 
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GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


80250 Decisions of Comptroller General, v. 51, July 1, 1971-—June 30, 1972. [1972.] 
xxvii+1041 p. * Cloth, $6.55 (S/N 2000-00104). © Item 544 
GA 1.5: 51 


30251 Joint financial management improvement program, 1972 annual report. 
[1973.] [6]+56 p. * Paper, 60c. @ Item 546-A GA 1.12: 972 


Reports to Congress; by Comptroller General of United States. + Paper, 
each, $1.00 (Free to Members of Congress, Congressional committee staff 
members, Government officials, the press, college libraries, faculty and 
students. Requests to the General Accounting Office (Room 6417) for 
copies of reports to Congress should give full title, date, and B-number 
of the report. Do not include Monthly Catalog entry numbers or Super- 
intendent of Documents classification numbers. Orders should be accom- 
panied by check or money order. Do not send cash, postage stamps, or 
Superintendent of Documents coupons. ) 

30252 Audit of financial statements of St. Lawrence Seaway ovetagment Corporation, 
ealendar year 1972, shar of Transportation. June 29, 1973. cover title, 
[4] +23 p. 4° (B-—125007 GA 1.13: Sa 2/2/972 
30253 Better management needed in civil agnacte over selection of in-house or contract 
performance of support activities. July 31, 1973. cover title, [4]+30p.4° (B- 
158685.) 
L.C. enn 73602444 GA 1.13: M 31/17 
30254 Contacts with foreign firms should be priced in local currency, Department of 
Defense. July 6, 1973. cover title, [4]+28 p.4° (B-—146749.) 
L.C. card 73-—602516 GA 1.13: F 51/7 
30255 Examination of financial statements of National flood insurance program, fiscal 
year 1972, Federal Insurance Administration, Department of Housing and 
Urban Development. July 25, 1973. cover title, [4]+29 p. 4° (B-—114860.) 
GA 1.13 : F 31/26/972 
30256 Greater use of flight simulators in military = training can lower costs and 
increase pilot proficiency, , ee of Defense. Aug. 9, 1973. cover title, 
[4]+25 p. i. 4° (B-157906.) GA 1.13: F 64/5 
30257 Legislation needed to simplify Federal funding of State em oe See security 
agencies’ administrative expenses, Department of Labor. July 23, 1973. cover 
title, [3)+12p.4° (B~—115349.) 
L.C. card 73-—602376 GA 1.13: F 96/10 
30258 Opportunity for AEC to improve its procedures for making sure that containers 
used for transporting radioactive materials are safe, Atomic Energy Com- 
mission. July 31, 197%. cover title, [4]+32p.il.4° (B—-164105.) 
L.C. card 73-—602394 GA 1.13: C 76/39 
30259 Potential for greater consolidation of maintenance workload in military services, 
Department of Defense. [July 6, 1973.] cover title, [4]+30 p. 4° (B-—178736.) 
L.C. card 73—602158 GA1.13:M 59/40 
30260 Readiness of Air Force in Europe digest. Apr. 25, 1973. 2 p. 4° (B—146896.) 
[Unclassified digest furnished in lieu of report containing classified security 
information. ] GA 1.13: Ai 7/102/digest 
30261 Reduced requirements for modular electronic equipment for aircraft, ee 
of Air Force. July 23, 1973. cover title, [4] +41 p.il.4° (B—133396. 
L.C. card 73—602199 GA 1. 13, El 2/42 
30262 Review of Federal library operations in nepeen Washington. July 24, 1973. 
cover title, [4])+44 p. 4° (B~—174013.) GA 1.13: L 61/2 
30263 Russian wheat sales and weaknesses in Agriculture’s management of wheat export 
subsidy program, Department of Agriculture. July 9, 1973. cover title, [4] +84 
.il.4° (B-176943.) f¢ 
.C. card 73-—602223 GA 1.13: W 56/3 
80264 Social development activities in Latin America promoted b BO a. , we 
Foundation, fiscal year 1972. July 23, 1973. cover title, at +39 (B 
135075. ) A1.13: ie 82/6/972 
30265 Summary of United States assistance to Jordan, ... of State, Agency 
of International Development. Aug. 8, 1973. cover title, [4]+59 p. fl. 4° 
(B—179001.) GA 1.13: Ai2/5 
30266 U.S. agreements with and assistance to free world forces in Southeast Asia 
show need for improved reporti ps *s to Congress, Department of Defense, Depart- 
of State, digest. Apr. 24, 197 . 4° (B-159451.) [ Unclassified digest 
furnished in lieu of report ‘SB classified security information. ] 
A 1.13: As 4/digest 
80267 U.S. foreign aid to education: Does Brazil need it? Department of State, Agency 
for International Development, Department of Treasury, ACTION. July 30, 
1973. cover title, [5]+100 p. il. 4° (B—133283.) GA 3.18: F 76/11 
30268 Unclaimed savings bonds should be returned to veterans and other individuals, 
a rtment of Treasury. Aug. 10, 1973. cover title, [4]+38 p. il 4° (B— 


Lc. card 73602522 GA 1.13: Sa 9/9 
*For Sale by Superintendent of Documents 
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GEOLOGICAL SURVEY, Interior Dept. 
Washington, DC 20242 


Bulletins. @ Item 620 119.3: (nos. ) 


30269 1357. rae. gold deposits of Utah [with bibliography] ; by Maureen G. Johnson. 
iv-+26 p. 1 pl. in pocket [Catalog of loc ation, geology, and produc- 
tow ‘with lists of annotated references pertaining to placer districts. ] 
* Paper, $1.25 SJ p| 2401-00264). 
L.C. card 72—600159 
1374. Placer deposits of Alaska [with list of references]; by Edward H. Cobb. 
1973. vi+213 p. il. 1 pl. in pocket. * Paper, $3.10 (S/N 2401-02369). 
L.C. card 73-600162 


Circular. 
30271 679. Occurrence and distribution of selected metals in streams near Huntsville, 
Ala. [with list of selected references] ; by E. R. German and - L. Knight. 
1973. ili+13 p. il. 4° ¢ @ Item 620-A I 19.4/2: 679 


Professional papers. @ Item 624 I 19.16 : (nos. ) 


386—D. Disposal of uranium-mill effluent by well injection in Grants area, Valencia 
County, N. Mex. {with list of selected references] ; by S. W. West. 1972. 
iv+2S8 p. il. 4 pl. in pocket, 4° [Prepared in cooperation with New 
Mexico State Engineer Office and Atomic Energy Commission. 1 plate 
is colored. Contributions to problems of radioactive waste disposal. ] 
* Paper, $1.55 (S/N 2401-2160). 

L.C. card 70—180824 

30273 33-L. Distribution of radionuclides in bottom sediments of Columbia River 
estuary [with list of references cited]; by D. W. Hubbell and J. L. 
Glenn. 1973. iv+63 p. il. 2 pl. in pocket, 4° [Prepared in cooperation 
with Atomic Energy Commission. Transport of radionuclides by 
streams.] * Paper, $2.00 (S/N 2401-00247). 
L.C. ecard 72—600194 

30274 2-B. Geohydrology of eastern part of Pahute Mesa, Nevada test site, Nye 
County, Nev. [with list of references]; by Richard K. Blankennagel 
and J. E. Weir, jr. 1973. iv+35 p. il. 3 pl. in pocket, 4° [Prepared 
on behalf of U.S. Atomic Energy Commission: Description of hy- 
draulic testing in deep drill holes and of ground-water characteristics 
in Pahute Mesa area. Hydrology of nuclear test sites.] * Paper, $1.75 
(S/N 2401-00303). 
L.C. card 72—600384 

. Geophysical studies in Yuma area, Semone and California [with y of 

references cited]; by R. E. Matt F. H. Olmsted, and A R. 
Zohdy. 1973. tii+36 p. il. 5 pl. 7 pe 4, 4° [Geophysical FM 
including gravity, aeromagnetic, seismic-refraction, seismic-refiection 
and resistivity surveys, of Yuma area, Ariz. and Calif., in support of 
geohydrologic investigation. Geophysical field investigations. ] * Paper, 
$1.75 (S/N 2401-00327). 
L.C. card 73—-600114 

30276 736. Regional geophysical investigations in central Colorado Plateau [with 
list of references cited] ; by J. E. Case and H. R. Joesting. 1972. [pub- 
lished 1973]. iii+31 p. il. and portfolio of 3 pl. 4° [Gravity and mag- 
netic anomalies indicate polygonization of Precambrian basement com- 
plex and partial rejuvenation of basement structures during late 
Paleozoic and Laramide time. One plate is colored.] * Paper, $5.60 
(S/N 2401-00222). 
L.C. card 72—600197 


Structural geology of Santa Rita Mountains, southeast of Tucson, Ariz. 
[with list of references cited]; by Harald Drewes. 1972 [published 
1973]. iii+35 p. il. 4 pl. in pocket, 4° [Description of abundant and 
locally complex systems of faults, folds, and structurally controlled 
intrusives and analysis of their development. Some plates are colored.] 
. prose, S320 5 (S/N 2401-00239). 
4C. card 72—600; 


30278 75i-B. Design and betiniay A artificial-recharge plant at Bay Park, N.Y. [with 
list of references cited] ; by Ellis Koch, Anthony A. Giaimo, and Dennis 
J. Sulam. 1973. iii+14 p. il, pl. in pocket, 4° [Prepared in cooperation 
with Nassau County Department of Public Works. “eep-well artificial- 
recharge experiments at Bay Park, Long Island, N.Y.] * Paper, 95c. 
(S/N 2401-00321). 

L.C. card 73—600073 
Igneous rocks and related mineral deposits of Barker quadrangle, Little 
Belt Mountains, Mont. [with list of references cited]; by rving J. 
Witkind. 1973. iv +58 p. il. 4° [Laccolithic complex in central Mon- 
tana is examined in detail with special attention given to igneous 
rocks, intrusions, and related silver-lead-zinc deposits. * Paper, $1.00 
(S/N 24¢ 2401-00812). 
72-600361 
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Professional papers—Continued 
80280 756. Middle Jurassic (Bajocian) ammonites from Eastern Oregon ive list of 
references cited]; by Ralph W. Imlay. 1973. iv+100 . 47 p. of 
pl. 1 pl in pocket, 4° [Bajocian ammonites of eastern =, greatly 
Fesembies those of Alaska and ——e indicate marine connections with 
Burope, and permit accurate zona dating in Pacific Coastal region.] 
* Paper, $2.75 (S/N 2401-02208). 
L.C. card 73-600025 
Stratigraphy and geologic history of Montana Group and equivalent rocks, 
Montana, Wyoming, and North and South Dakota [wit <7 > refer- 
ences eet j by J. R. Gill and W. A. Cobban. 1973. i1i+37 p. il. 4° 
(Stratigraphic, “paleontologte, and radiometric data are combined to 
determine paleogeography or part of upper Cretaceous.] * Paper, 85c. 
(S/N 2401-00342). 
L.C. card 73—600136 
X-ray mineralogy of Parachute Creek member, Green River formation 
in northern Piceance Creek Basin, Colo. [with list of references cited] ; 
by Donald a Brobst and Jerry D. Tucker. 1973. iv+53 p. il. 4° 
* Paper, $1. 
L.C. card 73-800120 
80283 809—-A. Recognition of natural brine by electrical soundings near Salt Fork of 
Brazos River, Kent and Stonewall Counties, Tex. [with list of references 
cited] ; by Adel A. R. Zohdy and Dallas B. Jackson. 1973. iii-+-14 p. il. 
4° [Origin and management of Salt Springs and seeps in Upper Brazos 
River basin, Tex.] * Paper, 40c. (S/N 2401-02373). 
L.C. card 73—-600095 


30284 Tree rings, timekeepers of the past. [1973.] 15 p. il. narrow 8° (USGS 
INF-73-4.) + @ Item 621 119.2: T 71 


Water-supply papers. @ Item 625 I 19.13 : (nos. ) 
30285 1998. Water resources of Hempstead, Lafayette, Little River, Miller, and Nevada 
Counties, Arkansas [with selected references] ; by A. H. Ludwig. 1972 
iv+41 p. il. 5 pl. in pocket [Prepared in cooperation with Arkansas Geo- 
logical Commission.] * Paper, $4.00 (S/N 2401-00215). 
L.C. card 72—600189 
30286 2018. Ground water in Eugene-Springfield area, southern Willamette Valley, Oreg. 
[with list of references] ; by F. J. Frank. 1973. v+ 65 p. il. 3 pl. in pocket 
[Prepared in cooperation with Oregon State Engineer. One plate is col- 
ored.] * Paper, $2.75 (S/N 2401-00277) 
L.C. ecard 72-600346 
2028. National study of streamflow data-collection program [with list of refer- 
ences cited] ; by Manuel A. Benson and Rolland W. Carter. 1973. iv+44 
a » Paper, 45c. (S/N 2401-02372). 
.C. ecard 73-600157 
30288 2118. Surface water supply of United States, 1966-70: p.t 6, Missouri River basin, 
v. 3, Missouri River basin from Sioux City, Iowa to Nebraska City, Nebr., 
ati = ared by personnel of Water Resources Division.] 1973. viii+710 p. 
repared in cooperation with States of Colorado, Iowa, Minnesota, 
ey and Wyoming, and with other agencies.] * Paper, $3.45 (S/N 
2401-02377). 
L.C, card GS 4640712 


GOVERNMENT PRINTING OFFICE 
Washington, DC 20401 


80289 Word division, supplement to Government Printing Office Style manual. 
7th edition, July 1968; revised Mar. 1970. [1978.] ii+190 p. narrow 24° 
* Paper, 95c. @ Item 548 GP 1.2: W 89/3/968/rev. 


HEALTH CARE FACILITIES SERVICES, Health, Education, and 
Welfare Dept., Silver Spring, MD 20910 


80290 Selected references on hospital equipment. [May 1978.] v-+48 p.4° (HEW 
publication (HSM) 78-4089; Office of Equipment Consultation.) 
* Paper, 80c. (S/N 1725-00028). @ Item 486-A-3 HWP 20.2512: H 79/2 


HEALTH, EDUCATION, AND WELFARE DEPARTMENT 
Washington, DC 20201 


Consumer information series. (Office of Consumer Services. ) 


80291 2. nae home care. [1972.] [82] p. il. oblong 32° ((SRS) 72~-24909, Social 
d Rehabilitation Service, Medical Services Administration.) * Paper, 45c. 
{SUN 1761-00082). HE 1.34/2: 2 
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30292 


30293 


30294 


30295 


30296 


30297 


30298 


36299 


Ooroser 1973 


Records, computers, and the rights of citizens, report of Secretary’s Ad- 
visory Committee on Automated Personnel Data Systems [with bib- 
liography on record keeping and personal privacy]. July 1973. xxxv+[1] 
+346 p. (DHEW publication (OS) 73-94.) * Paper, $2.35 (S/N 1700- 
00116). @ Item 445 
L.C. card 73-602254 HE 1.2: R 24/3 


HOUSING AND URBAN DEVELOPMENT DEPARTMENT 
Washington, DC 20410 


Aircraft noise impact, planning guidelines for local agencies [with bib- 
liography]; prepared by Office of Research and Technology and Office 
of Community Planning and Management. Nov. 1972. [7]+274 p. il. 4° 
(TE/NAH472; HUD planning guidance report.) [Prepared under HUD 
contract H-1675 by Wilsey & Ham, and Bolt, Beranek & Newman, Inc.] 
* Paper, $3.85 (S/N 2300-00214). @ Item 582-E HH 1.6/3: N 69/3 


Design and development of housing systems for Operation Breakthrough 
[phase 1, Feedback]. [1973.] [3]+258 p. il. oblong 8° ([HUD-RT-28.}) 
* Paper, $2.85. @ Item 582 
L.C. card 73-602342 HH 1.2: B 74/6/phase 1 


HUD handbooks. + HH 1.6/6 : (nos. ) 
1372.1. Field procedures in connection with reports on relocation activities. May 
1973. [16] p. il. 4° (Community Planning and Management.) [In- 

cludes transmittal notice, May 8, 1973. Issued with perforations. ] 

1400.1. Field office processing, chap. ve [May 23, 1973.] [24] p. 4° (Community 
Planning and Management.) [Includes with perforations. ] 

4010.1. Definitions, policy statements and general rulings, Change. June 12, 1973. 
1 p. 4° (Housing Production and Mortgage Credit.) [Issued with 
perforations. ] 

8030.1. Procedures for implementation of memorandum of understanding between 
HUD and GSA. May 1973. [41] p. il. 4° [Includes transmittal notice, 
May 15, 1973. Issued with perforations. ] 


National flood insurance program. [June 1973.] [12] p. narrow 8° ?¢ 
@ Item 582 HH 1.2: F 65/973 


IMMIGRATION AND NATURALIZATION SERVICE, Justice Dept. 
Washington, DC 20536 


30300 Border patrol, its origin and its work. Rev. 1973. 1973. ii+14 p. il. narrow 


30301 


30302 


30303 


30304 


8° (M-157.) + @ Item 725 J 21.2: B 64/973 


Citizenship Day and Constitution Week guide, Sept. 17, 1973. [1973.] [8] 
+26 p. + @ Item 723-B J 21.14: 973 


[Federal textbook on citizenship: Becoming a citizen series], bk. 2. Our 
United States. Revised 1973. [1973.] v-+1386 p. il. 4° (M-—162.) * Paper, 
$2.35 (S/N 2702-00135). @ Item 724 J 21.9: C 49/4/bk.2/973 


—— English and State government, home study course [sec. 3 for helper]. 
Revised 1973. [1973.] v+76 p. 4° (M-46.) * Paper, $1.00 (S/N 2702- 
00133). @ Item 724 J 21.9: En 3/2/sec.3/973 


INTERAGENCY LAND ACQUISITION CONFERENCE 


Uniform appraisal standards for Federal land acquisitions. 1973. vi+-51 
p. 4 * Paper, 35c. (S/N 5259/0002). @ Item 1089 
Y 3.L 22: 8 Ap 6/973 


INTERIOR DEPARTMENT 
Washington, DC 20240 


Note.—Requests to the Interior Department for publications should give the full 
title and the date of the publication. Do not include Monthly Catalog entry numbers 
or Superintendent of Documents classification numbers, which should be used only 
when ordering from the Superintendent of Documents. 

American Samoa. [1973.] [7] p. il. narrow 8° [Illustrations are colored.] 

+ @Item 603 I112:Sa4 
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30306 Guam. [1973.] [7] p. il. narrow 8° [Illustrations are colored.] + @ Item 
603 11.2:G93 
307 Trust Territory. [1973.] [7] p. il. narrow 8° + @ Item 603 £13: TT 
30308 Virgin Islands. [1973.][5] p. il. narrow 8° [Illustrations are colored.] + 
@ Item 608 11.2: V 81 
30309 Water resources research catalog, v. 8; [prepared by Smithsonian Science 
Information Exchange, Inc.]. 1973. (Office of Water Resources Research, 
Water Resources Scientific Information Center.) * Paper, $15.75 per set 
(2 vols.). @ Item 604-B 
pt. 1. vili+-1182 p. 4° 
pt. 2. [801] p. 4° 1 1.94 : 8/pt.1-2 
Water Resources Scientific Information Center WRSIC (series). (Office of 
Water Resources Research. ) I 1.97 : (nos. ) 
30310 73-208. Phosphorus removal, bibliography. [May 1973.] v. 1. cover title, iv-+ 275 
p. 4° & Paper, $3.00. 
L.C. card 73—-601989 
30311 3-215. Water reuse, bibliography. [June 1973.] 
v. 1. cover title, iv+394 p. 4° & Paper, $3.00. 
v. 2. cover title, iv+508 p. 4° # Paper, $3.00. 
L.C. card 73—602117 


INTERNATIONAL < OMMERCE BUREAU, Commerce Dept. 
Washington, DC 20230 


Foreign economic trends and their implications for United States, ET 
(series). * Paper, $27.00 a yr., $6.75 additional for foreign mailing. 
@ Item 231-I 
72-116. Malagasy Republic. Oct. 17, 1972. 14 p. il. 4° (American Embassy, 

Tananarive.) [Annual. Supersedes 70—072. ] C 42.30 : 72-116 
73-051. Peru. May 2, 1973. 9 p. 4° (American Embassy, ae, ) [Se miannual. 
Supersedes PT 72—052.] > 57.111: 73-051 
73-055. Finland. May 17, 1973. 12 p. 4° (American Embassy, Helsink ) [Se mi- 
annual. Supersedes ET 72—130.] C 57.111 : 73-055 
73-073. Malawi. June 26, 1973. 8 p. 4° (American Embassy, Bl: untyre. »[ — a 
Supersedes ET 72-071.) C 57.111: 73-07: 
73-074. Algeria. June 29, 1973. 13 p. 4° [Annual. Supersedes ET 72-083. | 
> 57.111: 73-074 
73-075. Togo. June 30, 1973. 11 p. 4° (American Embassy, Lome.) [ Annual. 
Supersedes ET 72—076.] C 57.111 : 73-07! 
73-076. New Zealand. June 29, 1973. 9 4° (American Embassy, Wellington.) 
[Semiannual. Supe rsedes ET 73 008.] >57.111: 73-076 
319 Global market survey: Biomedical equipment. June 1973. iii+178 p. il. 4° 
* Paper, $2.35. @ Item 231-G-1 
L.C. card 73-602412 C 57.109: B 52 

Overseas trade promotion activities, calendar of events, Aug. 1972—June 
1973. May 1972. [1]+88 p. il. 4° (Office of International Promotion. ) 
{Illustrations on p. 1-2 of cover.] + C 42.2: Ov 2/3 

30321 Trade list catalog. Apr. 1972. 18 p. 4° + Export Information and Services, 
Commerce Dept., Washington, DC 20230. @ Item 231-—G-2 
C 42.10/2 : 972 


INTERNATIONAL DEVELOPMENT AGENCY, State Dept. 
Washington, DC 20523 


80322 Population program assistance, aid to developing countries by United 
States, other nations, and international private agencies. Dec. 1972. vi 
+266+-[1] p. iL map. 4° (Bureau of Population and Humanitarian 
Assistance, Office of Population.) * Paper, $3.35 (S/N 4401-00037). 
@ Item 900—-C-2 
L.C. card 73-602517 S$ 18.2: P 81/2/972 


INTERSTATE COMMERCE COMMISSION 
Washington, DC 20423 


80323 Interstate Commerce Commission reports : v. 109. 


Motor carrier cases, decisions of Interstate Commerce Commission (finance 
reports), Jan. 1969—Feb. 1972 (number of older cases included). [1973.] xxv 
+929 p. * Cloth, $6.55 (S/N 2600-00901). @ Item 688 IC 1 mot.8 : 109 


*For Sale by Superintendent of Documents 
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30324 Revenue and traific of class A and B water carriers, 12 months ended Dec. 


1972 and 1971. [1973.] [8] p. oblong large 8° (Statement 650; Bureau 
of Accounts.) [Semiannual compiled from 78 quarterly reports (Form 
QwWs).] ft IC 1.wat 11: 972-2 


80325 Transport statistics in United States, for year ended Dec. 31, 1971; 


prepared by Bureau of Accounts. [Issued in sections as parts, punched 
for binders. This 1971 report when complete will consist of pts. 1, 5, 6, 
7, 8, and 9.] @ Item 699 IC 1.25 : 971/pt. (nos. ) 


pt. 1. Railroads, release 2. [1973.] [167] p. il. 4° (Bureau of Accounts.) * Pa- 
per, $2.35 (S/N 12). IC 1.25 : 971/pt.1/release 2 


JOINT PUBLICATIONS RESEARCH SERVICE 
1000 N. Glebe Rd., Arlington, VA 22201 


Nots.—When ordering Joint Publications Research Service publications from 


the National Technical Information Service, give the JPRS number in the order. 
Do not include Monthly Catalog entry numbers or Superintendent of Document 
classification numbers, which Should” be used only when ordering from the 
Su eer of Docume 


nts. 
itles of JPRS serial reports listed below were issued during the month, but 


were not cataloged separately. (Price upon application). 


30326-6 
30326-7 
30326-8 


30326-9 
30326-10 


30326-11 
30326-12 


30326-13 
30326-14 


30326-1! 
30326-—16 


30326-17 
30326-18 
30326-19 
30326—20 
30326-21 
30326-22 

30326-23 


30326—24 


30326—25 
30326—26 


30326-—27 
30326-—28 
30326-29 


519-875 O 


Meteorology and hydrology, USSR, no. 5, 1973; JPRS 59580. 

Problems of Far Hast, no. 2, 1973; JPRS 59716. 

Soviet public health, USSR, no. 6, "1973 ; JPRS 59566. 

Space biology and medicine, v. 7, no. 3 1973 ; JPRS 59702. 

Translations from Kommunist, no. 9, 1973 ; IPRS 59639. 

Translations ou Africa, nos. 1336-1352 ; JPRS 59520, 59534, 59558, 59572, 59588, 
potas 59620, 59653, 59670, 59687, 59692, 59715, 59728, 59747, 59758, 59774, 

Translations on Eastern Europe: Hconomic and industrial affairs, nos. 922-940 ; 
JPRS 59526, 59538, 59551, 59559, 59576, 59586, 59602, 59618, 59635, 59644, 
59654, 59668, 9678, 59700, 59708, 59734, 59748, 59760, 59785. 

a on Eastern, Europe: Political, sociological, and military affairs, 

745-760 ; JPRS 59519, 59535, 59549, 59562, 59577, 59585, 59616, 

59631, 59645, ‘snes. 59710, 59733. 59744, 59763, 59783. 

Translations on Bastern n Burope: Scientific affairs, nos. 336-347; JPRS 59523, 
59561, 59596, por hd oe. 59671, 59695 59709, 59724, 59742, ree. 59769. 

Translations on Latin America, nos. 955-97 ; JPRS 59514, 59522, 5954 , 59578, 
59587, 59600, 59615 59628, 59640, 59655, 59665, 59680, SoT14, 59720, 
59731, 59745, 59757, 59771. 

Translations on narcotics and dangerous drugs, nos. 104-109; JPRS 59530, 
59589, 59630, 59657, 59727, 59762 

Translations on Near East, nos. 988-1005 ; JPRS 59516, 59524, 59556, 59560, 
Path sores’ on oy 59613, 59632, 59649, 59656, 59669, 59694, 59711, 59732, 

Translations on Nowth Korea, nos. 304-307; JPRS 99544, 59564, 59704, 59712. 

Translations on North Vietnam, nos. 1417-1432; JPRS 59513, 59525, 59536, 
4 oe ao 59629, 59641, 59667, 59707, 59721, 59735, 59759, 


15 Translations on People’s Republic of China, nos. 233-234 ; JPRS 59528, 59713. 


tr corer south and east Asia, nos. 419-423 ; JPRS 59573, 59606, 59672, 

Translations on USSR agriculture, nos. ot oe JPRS 59515, 59548, 59571, 
59583, 59642, 59682, — » SSe 59761, 59782 

Translations on USSR mic affairs, nos. 4900-497 ; JPRS 59543, 59591, 
59603, 59621, 59659, 59684. 59755, 59779. 

Translations on USSR industrial affairs, nos, 252-257; JPRS 59521, 59554, 
59595, 59647, 59679, 59703. 

Translations on USSR military affairs, nos. 935-946; JPRS 59512, 59537, 59555, 

59604, 59646, 59664, 59685, 59697, 59706, 59730, 59750, 59766. 

Translations on USSR political and sociological affairs, nos. 409-418; JPRS 
59540, 59553, 59570, 59619, 59648, 59652, 59696, 59725, 59736, 59767. 

a on USSR resources, nos. 388-401; JPRS 59518, 59533, 59552, 
59557, 59592, 59607, 59633, 59658, 59666, 59686, 59698, 59722, 59746, 59772. 

Translations on USSR trade and services, nos. 560-573; JPRS 59517, 59531, 
ores’ 59545, 59547. 59574, 59584, 59605, 59627, 59643, 59681, 59699, 59726, 

Translations on Western Europe, nos. 417-421; JPRS 59527, 59563, 59597, 
59719, 59773. 

USA : Economics, politics, ideology, no. 6, 1973; JPRS 59539. 


USSR and East Europe scientific abstracts : Biomedical sciences, nos. 7-8; JPRS 
59568, 59780. 


eee abstracts: Blectronics and electrical engineering, no. 4; JPRS 


USSR and East Europe scientific abstracts: Materials science and metallurgy, 
nos. 5, 6; JPRS 59598, 59777. 


USSR scientific abstracts: Physics and mathematics, no. 3; JPRS 59622. 
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30326-30 Vestnik of the USSR Academy of Medical 4 5, 6, 1078, 1973; JPRS 59701. 
30326-31 Vestnik of USSR Academy of Sciences, nos. 5, 6, 1973; : SpRs 59593, 59718, 
30326-32 World epidemiology review, no. 47; JPRS 


JPRS (series). & Paper, each, $3.00. Y 3.J 66: 13/(nos.) 

30327 59532. Environs of Sverdlovsk, rw [Excerpts] ; by N. P. Arkhipova. July 17, 
1973. cover title, 1]+12 

30328 59565. Ballistic design methods for oA fuel missiles, USSR; by A. M. Sinyukov. 
July 20, 1973. cover title, [1]+49 p. il. 40 [From Ballisticheskaya 
raketa na tverdom toplive, 197: 

30329 59567. Zvenigorod experimental station, USSR; by V. P. Osipenko and V. A. 
Yurevich. July 20, aren cover title, {i1+8 p. il. 4° [From Zemlya i 
vselennaya, no. 6 2.) 

80330 59581. Soviet —~ I E foal service described, USSR; by Yu. Sobolev. July 
23, 1973. cover title, [1]+5 p. 4° [From Aviats ya i kosmonavtika, 
no. 5, May 1973.) 

30331 59582. Toxic organophosphorus compounds, USSR; by M. A. Klisenko, T. 
Lebedva, F. Yurkova. July 23, 1973. cover title, [1]+47 R il. rr 
et knimicheskiy analiz mikrokolichestv yadokhimikatov, oscow, 


303832 #59594. Statistical handbook on Cuba, Latin America [Excerpt]. July 24, 1973. 
cover title, [1]+a-e+78 p. 

30333 59608. Logic and memory devices Pith magnetic crystals, USSR [excerpts with 
bibliographies; by A. M. Balbashov, et al.]. July 25, 1973. cover title, 
[1] +a-+56 p. il 4° 

30334 59609. USSR customs documents, USSR. July 25, 1973. cover title, [1]+a+68 
p. 4° [Translation of menegs © Kodeks Soyuza SSR, 1965, Yuri- 
dicheskaya Literatura Publishing House. 

30335 59610. Translations on composite materials, USSR [selected articles, with bib- 
liographies]. July 25, 1973. cover title, ftitetss p. i. 4° [From 
Mekhanika polimerov, no. 1, Jan.—Feb. 1973. 

30336 59611. a, ‘i /2 yee small video tape recorder ; USSR [with my me 
by M Shullman, V. A. Kostin, et al. July 25, 1973. cover title. [1 j 
+13 by ‘tl. 4° [From Tekhniya kino i televideniya, no. 1, 72.) 

80337 59612. Organizing Fy uy of hardware of local data control systems with 
M-6000 VT-M computer complex; USSR [with bibliography]; by 
K. I. Didesko and I. 8. Shandrin. July 25, 1973. cover title, Pil+ Pp. 

14° [From Pribory i sistemy upravleniya, no. 5, 1973.] 


i 
3. Translations on metallurgy, USSR [articles, with bibliographies]. July 26, 
1973. cover title, vos dork p. il. 4° [From Izvestiya Akademii Nauk 


SSSR, Metall 3 

24. Measurement of ‘de demagnetizing fields in cylindrical magnetic films, USSR 
[with bibliography]; by G. M. Nurmukhamedov and G. M. Khadzhima- 
tova. July 26, 1973. cover title, [1]+6 p. il. 4° [From Sbornik 
nauchnykh trudov po eg! mikroelektroniki, Moskovskly Institut 
Blektronnoy Tekhnikti, no. 9, 1972. 

5. Annealing of W VD ve films at high temperatures, USSR [with 
bibliography] ; Verner and S8. I. Mironov. July 6, 1973. cover 
title, [1]+6 p. if 4° [From Sbornik nauchnykh trudov > eae 
war ki, Moskovskiy Institut BElektronnoy Tek nik, no. 9, 

72. 


30341 26. Investigation of some principles of Goceoiepestien of cylindrical mag- 
netic films, USSR [with eT ee he by I. N. Baranovskaya, A. T. 
Zamul ukin, et al. July 26, 1973. cover title, [1]+5 p. il 4° [From 
Sborn nauchnykh trudov problemam mikroelektroniki, Moskovskiy 
Institut Elektronnoy Tekhniki, no. 9, 1972.] 
59636. - e converter based on multilayer semiconductor-dielectric structures, 
“ay [with — ograph as i N. F. Kovtonyuk and V. G. Fadin. July 
7, 1973. cover ti? P, 18} 4° [From Zhurnal prikladnoy 
RE , vol. fa “ne. 1 = 
59637. Translations on metallurgy : naan wae bibliographies]. July 27, 1973. 
cover title, i pets p. il. 4¢ [From Izvestiya Akademii Nauk SSSR, 
Metally, no. 3, 1973.] 
59638. Navigation and communications [articles, with bibliography]. July 27, 
1973. cover Htle, [1] +a+47 p. il. 4e [From Sudovozhdeniye i svyaz’, 
no. 157, 1972.) 
59650. Orbital stations and study of Barth from space, USSR sw biblography ] 
B. N. Petrov. July 80, 1973. cover title, [1]+23 il. 4° i From 
v. 1, Proceedings of 3d International Sym = oF IFAC on automatic 
control in peaceful use of space, Izd-vo nauka. 19 2.) 
30346 - Gyroscope deviations and imbalance, USSR wha with bibliographies ; 
b . G. Martynenko, et al.]. July 30, 1978. cover title, [1 +a+18 
p. il. 4° [From Rs ae Akademii Nauk SSSR; Mekhanika tverdogo 
tela, nos. 1 & 2, 1972.] 
80347 . One oo of distribution of spectral qnergy density of thermal radiation, 
USSR [with bibliography]; by D. Ya. Svet, July 31, 1973. cover title, 
{ode} p. 4° [From Dokiady Akademii Nauk SSSR, v. 170, no. 4, 


30348 . Automatic pyrometer for measuring true temperature of moat on basis 
of radiation, USSR [with foe thee : yy . Ya. Svet, V. V. Grishin, 
et al. July 31, 1973. cover title, [ 
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30350 


30351 


30352 


30353 


30354 


30355 


30358 
30359 
30360 


30361 


30362 


30363 


30364 


30365 


30366 


30367 


30368 
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. Technical faaiiiins of Sirena—1 data link system, USSR [with bibliog- 
ed j ey O. K. Bazilenko, et July 31, 1973. cover 
* abe iy [From Pribory i sistemy upravieniya, no. 4, 

— 


> Sem Ca devices for broad-application equipment general specifica- 


seas GOST 11630-70, USSR. July 31, 1973. cover title, [1]-+a+25 p. 
il. 4° [From Gosudarstvennyy standart SSSR, 1970. ] 


. Selected articles on Soviet ma etometry, USSR [with yo ee 


Aug. 1, 1973. cover title, [1]+a+23 p. il. 4e [From Geofizichekaya 


apparatura 50, 1972.] 


4 Moy ba electrostatic suspension of sphere, USSR [with bibliography] ; 


Novikov and O. F. Orlov. Aug. 1, 1973. cover title, [1]+-11 


b metnoas. for calculating thermal parameters of cooling towers [with 
Berman and A. —— ry" 1, 1973. aT title, 


y 
{1]+11 p. ° [From Teploenergetika, v. 


8, Aug. 1971. 
. Laser control of s ae aps, USSR [articles, Veith 1 bibliogr traphies]}. Aug. 1, 


19738. cover title, ret p. i. 4° [From P ry i teckhnika 
eksperimenta, no. 1, 


. Analysis of eeqee of ’ gimballess ertial aavjention system, USSR ng 


bibliography] ; by V. A. se and G. I. Yemel’ yantsey. Aug. 2 
— cover title itt p. il. 4° [From Izvestiya vuzov, proborostroy- 
yeniye, no. 


. Effects of extreme lees of Anpanetinn 4! sleep of polar enema —_ 


, Invest 


59691. 
59705. 
59717. 


59728. 


59729. 


59738. 


59739. 


59740. 


59741. 


59751. 


59752. 


59753. 


59754. 


59775. 


bers, USSR [with a . V. Polosatov. Aug. 2, 
cover title, (1-42 BD il. 4° Bron: Be Byulletin’ Sovetskoy Antarkticheskoy 
peditsii, no. 86, 1973.] 

gation of alkaline phosphatase activity in persons dealing with 
electromagnetic emission foiggraph, of high, ultra-high and s apes 
frequency, USSR Ss bibliography]; by L. A. Lyakh. Aug. 1973. 
cover title, [1]+ rom ATA, truda i professional’nyye 
zabolevaniya, no. 6, 1973. 

Painting standard for broa: gauge freight cars, USSR. Aug. 2, 1973. cover 
title, Fat fon 4° my! 1960.) 

Electro-analgesia, y Matvey Khromchenko. Aug. 3, 1973. cover 
title, [1] +8 p. e oTrrom Ogonek, no. 12, Mar. 1973.] 

Robot- manipulator control algorithms [with bibliogra hy]; by M. B. 
Ignat’yet, F. M. Kulakov, A. M. Pokrovskiy. Aug. 6, 1973. cover titie, fu) 
sat 57 p. il. 4° [Publication of Izdatel’ stvo, Mashinostrowenlye, 
Leningrad, 1972.] 

Handbook on _— and pension sw [excerpts] ; by A. Kotlyar 
and 8. G. Bochenkov. Aug. 7, 1973. cover title, ie area . 
M2) Spravochnik po pensiyam i l’'gotam dlya voyennosluzhashe ikh, 
1972. 

Ecological forecasting and optimizing of biosphere; by I. B. Novik and 
A. V. Katsura. Aug. cf a3 cover title, [1]+7 p. 4° [From Filosof- 
skiye nauki, no. 3, 

Superlight structural alloys, US — {ue bibliography] ; by M. Ye. Drits, 
Z. A. Sviderskaya, et a 973. cover title, [1 1]+a-b+171 p i 
4° [Publication of Indatelctye Noakes. Moscow, 1972.) 

Meeting of Soviet-American working group on remote none of natural 
environment from space, Feb. 12-17, we {papers, with bibliographies}. 
Aug. 8, 1973. cover title, [1] +a—b+19 

Gyro ey USSR [with A A wad at by O. I. Ivanov, V. V. 

M. Subbotin). Aug. 8, 1973. cover title, git] +a+20 p. il. 4° 
(Prem , at vusov, priborostroyentye, no. 5, 1973. 

Economic problems of world ocean, USSR [with Dbllographg) by M. 
Meleshkin. Aug. 8, 19738. cover title, [1]+13 m Visnyk 
Akademiyi Nauk RSR, no. 2, 1973.) 

New oe 2 Lgatetante communication stations, USSR [with Seatogeeony) : $ 
by Kantor, V. A. Polukhin, N. V. Talyzin. Ais . 19738. cover 
1 ana? Pp. ii. 4° [From Blectrosvyaz, no. 5 

Study of electrical conductivity of stream of hot Somme fuel USSK 
{with bibliography] ; by G. S. Golovina. B. V. Kantorovich. et al. Aug. 9, 
19738. cover title, [1]+6 p. il. 4° [From Novyye metody szhiganiya 
topliva i voprosy teorii goreniya, 1972.) 

Stability of multi-station satellite communications system, USSR. Aug. 9, 
1973. cover title, [1]+7 p. il 4° [Trudy moskovskogo ordena Lenina 
energeticheskogo instituta, tekhnicheskaya kibernetika, no. 95, 1972.) 

Peculiarities of common deep composite ta » Saas {with bibliography] ; 
by S. A. Kaplan and A. K. Yanovsktiy. 1973. cover title, (1]+8 
p. il. 4° [From Razvedochnaya geofizika, ‘= Se 1972.] 

Application of model of porous body for calculations of field of yp ay 
and em in reactor core, USSR [with bibliography] ; by A. P. 
Kolmakov and Yu. 8. Yur’yev. Aug. 10. 1973. cover title, [1]+10 p 
Tork) {From publication FBI-249 of Physics and Dnergy Institute, 


. Inertial navigation, USSR [articles, with bibliography]; b: 


ye ¥. 
Andreyev. 8. F. ee Aug. 10, 1973. cover title. [1] +a+22 p. ae 
Space research performed in USSR in 108 ee: _ ay I. Yefremov]. 
ws 18, 1978. cover fitie, ake igias © m Kosmicheskiye 
issledovaniya vpolnennyye 
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GoverNMENT PUBLICATIONS 


JUSTICE DEPARTMENT 
Washington, DC 20530 


30374 Annual report of Attorney General [fiscal year] 1972. [1973.] cover title, 
iv+210 p. il. 4 * Paper, $2.60 (S/N 2700-00167). ©@ Item 717-C 
J11: 972 


Criminal justice monograph. (Law Enforcement Assistance Administra- 
tion, National Institute of Law Enforcement and Criminal Justice.) 
[Presented at 4th National Symposium on Law Enforcement Science and 
Technology, May 1-8, 1972 conducted by Institute of Criminal Justice 
and Criminology, University of Maryland, supported by contract J- 
LEAA-021-72.] @ Item 717-E 
Change process in criminal justice [ , with bibliographies]. June 1973. 

ix+185 p. il.4° * Paper, $2.35 (8/N 2700-00191). “ 

L.C. card 738-602322 J 1.37/83: C 36 
Deterrence of crime in and around residences [papers, with bibliographies]. June 

1973. ix+125 il. 4° * Paper, $2.10. 

L.C. card 73-602319 J 1.387/3:R 31 
Prevention of violence in correctional institutions [ fos)” with bibliographies]. 

June 1973. ya ds 4° * Paper, 95c. (S/N 3100-0105 

L.C. card 73—602321 J 1.37/3:C 81 
——. report of on Advisory Commission on Criminal Justice Standards 

Goals wi [pa BB) with bibliographies]. June 1973. ix+-52 p. 4° 

* 2 am 8be. gN 3 ns 

L.C, card 78-002320 J 1.387/3: N 21 a/972 

Law enforcement standards program LESP-RPT (series). (Law Enforce- 
ment Assistance Administration, National Institute of Law Enforcement 
and Criminal Justice.) 

30379 0201.00. Batteries used with law enforcement communications equipment, com- 
pereee and pestermanse characteristics we ~t of references]; by 

. L. Jesch and I. 8. Berry. May 1972. v+388 p. il. 4° * bey 50c. 

(S/N 2700-0156). J 1.41: 0201.00 

Legal activities. [1978.] cover title, 15 p. 4° [Organizational chart on p. 2 
of cover.] ¢ @ Item 717 J12:L52/978 


LABOR DEPARTMENT 
Washington, DC 20210 


30381 Black lung program manual. [July 1978.] [789] p. 4° [Issued with per- 
forations.] + @ Item 745-A L 1.7/2: B56 


30382 Complaint filing guide, how to file unfair labor practice complaint (forms 
LMSA 61 and LMSA 62) under Hxecutive order 11491, as amended 
labor-management relations in Federal service. [Apr. 1973.] v+15 p. 4° 
(FLMR 73-14; Labor-Management Services Administration, Office of 
Federal Labor-Management Relations.) * Paper, 40c. (S/N 2900-00185). 
@ Item 745-A L17/2:078 


LABOR STATISTICS BUREAU, Labor Dept. 
Washington, DC 20210 


Bulletins. @ Item 768 L 2.8 : (nos. ) 
1312-9. Employment and earnings, ee - —. —_— based on 1967 stand- 
ard industrial classification; [pre Division of Industry Em- 

eo Statistics]. (1973.] xlv+ ahr me: p. il. oblong 12° * Paper, 


1765. Annual earnings and employment patterns of private non cultural 
ra, (oe 1866-67 by Franz A. &. Geoumpingl. { 973.] vili 
60 p. fl. 4° * Paper, 


1778. Wage chronology : Swift & Company, Jan. 1942-Sept. 1973. 1973. v+52 
p. 4° * Paper, 85c. 

1775-54. Area wage survey: South Bend, Ind., metropolitan area, Mar. 1973. 
[May 1973.] cover title, 20 —— oblong 8° * Paper, 40c. 

1775-55. Area wage survey: Lubbock. metropolitan a Mar. 1973. [M 
1973.] cover title, 18 p. ~ v $e e Paper, 400.” wd 

1775-56. Area wage survey : Seattle-Dverett, Wash., metropolitan area, Jan. 1973. 
[June 1972.] cover title, 22 p. oblong ge 8 Paper, 40c. 
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tario, Calif., metropoli- 


80889 1775-60. Area 4 ty 2 Riverside-San Bernardino-Ontari 
area, Dec. 1972. [June 1973.] cover title, 37 p. oblong, go Paper, 


80390 1775-61. Area wage survey: Durham, N.C., metropolitan area, Apr. 1973. [June 
1973.] cover idle, 15 p. oblong, "go * ‘aper, 35c. 


. D: : 
— oS eee “Fecunology] (Hevlaed 1073 edition.) 1978. ¥465 p. . 
oblong 12° * Paper, 
b wa h h rnitur 
80392 1793. = — any "i-88 p. 4 = —¢ = iture, except upholstered, 
30393 1794. Industry wage survey : Mer’s and boys’ shirts (except work shirts) and 
nightwear, Oct. 19 1. 1973. vi+47p.4° * Paper, 95c 
80894 Digest of health and insurance plans, 1971 edition, supp. 1. Feb. 1978. 
[113] p. 4° [Issued with perforations.] * Paper, $12.50 per set (2 
basic volumes and supplemental changes for an indefinite period) ; $8.25 
additional for foreign mailing. @ Item 768-K 
L 2.99/2: 971/v.1-2/supp.1 


80395 Major programs 1973, Bureau of Labor Statistics. 1978. vi+49 p. 4° + 
@ Item 769-E L 2.87: 973 


80396 Publications of Bureau of Labor Statistics, July—-Dec. 1972; prepared by 
Sarah B. Perry. [1973.] cover title, ii+54p.4° + @ Item 768-D 
L 2.84: 972/2 


LAND MANAGEMENT BUREAU, Interior Dept. 
Washington, DC 20240 


Technical bulletin. 


30397 4. Placer examination, Ye i and practices by John H. Wells. Field edition. 
May 19738. vii+ * Paper, $3.60 (S/N 2411-00041 @ Item 
634-B I 3.8/2: 4/2 


LIBRARY OF CONGRESS 
Washington, DC 20540 


30398 Automation and Federal library community, report on survey ; by Madeline 
Henderson and Susan Geddes. June 1973. [2]+49 p. il. 4° (Federal 
Library Committee.) f LO 1.82/2: Au8 


30399 CIP cataloging in publications: Progress report 8, July—Dec. 1972 [with 
selected bibliography on cataloging in publication]. Jan. 1973. cover title, 
16 p. 4° (Processing Department.) +f LO 30.16: 3 
80400 —— Progress report 4, Jan.June 1973 [with selected bibliography on 
cataloging in publication]. July 1973. cover title, 16 p. 4° (Processing 
Department.) f LO 80.16: 4 


MANAGEMENT AND BUDGET OFFICE, Executive Office 
of the President, Washington, DC 20503 


30401 1978 catalog of Federal domestic assistance. [1973.] [872] p. 4° [Issued 
with perforations.] * Paper, $7.00 a yr. (including basic manual and 
changes) ; $1.50 additional for foreign mailing. Plastic binder available 
for additional $2.50. @ Item 858—A-1 
L.O. card 73-600118 Prix 2.20: 973 


MANPOWER ADMINISTRATION, Labor Dept. 
Washington, DC 20210 


Research and development findings. 
30402 15. Productive employment of disadvantaged, guidelines for — {with sug- 
gested readings in manpower training for disadvan prepared by 
Hdward M. Glaser and Harvey L. Ross. 1978.. ix+186+ tai p. 4° [Pre 
pared under contract 82-05_70-14.] t @ Item 746-M L 1.66: 15 
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GoveRNMENT PUBLICATIONS 


MARITIME ADMINISTRATION, Commerce Dept. 
Washington, DC 20548 


30403 Segregated ballast VLOCs, economic and pollution abatement analysis 
[with list of references] ; by Peter M. Kimon, Ronald K. Kiss, Joseph D. 
Porricelli. [1973.] vii+108 p. il. 4° ([Office of Ship Construction.]) 
[Presented at Chesapeake Section of Society of Naval Architects and 
Marine Engineers, Washington, D.C., Jan. 11, 1973.] t ©39.202: B21 


MATERNAL AND CHILD HEALTH SERVICE, Health, Education, 
and Welfare Dept., Bethesda, MD 20014 


30404 Feeding the child with a handicap. [1967, revised 1973.] [1973.] [8]+19 
p. il. 4° ({DHEW publication (HSM) 73-5609.]) * Paper, 40c. (S/N 
1729-00025). @ Item 483-V-1 HE 20.2752 : F 32/973 


MEDICAL SERVICES ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 


Health screening and treatment for children, medicaid is finding and treat- 
ing health problems of eligible children. [1973.] [6] p. il. 4° ([DHEW 
publication (SRS) 73-24921.]) @ Item 512-C HE 17.502: C 43 


MEDICINE AND SURGERY BUREAU (Navy), Defense Dept. 
Washington, DC 20350 


30406 Now you are in charge. [1973.] [12] p. il. narrow 8° ([NAVMED 
P-5118.]) + @ Item 385 D 206.2: Y8 


U.S. Naval Submarine Medical Center, Submarine Base, Groton, Conn. : 
Reports. { D 206.10: (nos. ) 


30407 714. Adaptation to 4 hearing, non-proprioceptive change [with list of 
references] ; by Hartune H. Mikaelian and Bugene Piasetsky with Joseph 
S. Russotti. June 20, 1972. cover title, iii+7+2 p. 4° [Research work 
unit MF Syoc4ooee”"e 
30408 32. Bohr effect in chronic hypercapnia [with list of references] ; by Arthur A. 
Messier and Karl B. Schaefer. Dec. 13, 1972. cover title, iii+10-+-2 p. il. 4° 
[Research work unit M4306. 02-7060BAK9. 03.] 
30409 . Vision through various — — [with list of references] ; by S. M. 
Luria [and others]. 1972. cover title, iii+15+2 p. il. 4° [Re- 
search work unit Mas0s 09-2050DXC8 14 14.] 
30410 735. Pitch discrimination in background noises up to 95 dB SPL [with list of 
ona gy : be. Virginia A. eee rae i Auae Libby and J. Donald Harris. 
Jan. 18, cover title, ili+12+ il. 4° [Research work unit 
MR51. B34 004 9S10D ASG. 23.) 
737. Factors related to drug abuse in submarine service: 2, Personality trait 
patterns as delineated by Minnesota multiphasic personality inventory 
[with list of references] ; by Benjamin B. Weybrew and Ernest M. Noddin. 
eee oe ht ili+11+2 p. il. 4° [Research work unit MF 51.524.002- 
> me a and calcium stores in decompression sickness [with list 
of references]; by Karl BD. Schaefer. Feb. 12, 1973. cover title, iii+9+2 
p. il 4° [Research work unit MR041.01. 01-0063BOKL.08. ] 


MINES BUREAU, Interior Dept. 
Washington, DC 20240 


Information circulars. @ Item 687-—A I 28.27 : (nos. ) 
8576. Methods . — of coal refuse disposal and reclamation, by staff, Errata. 


8597. Active lis list ot i permissible explosives and Magites devices approved before 
ivan list of es: by J. Ribovich and R. W. Watson. 
ors 195) +10 p. ~ Supersedes Information circular 8493. ] 

Mines Bureau, Pittsbu 5213 
8598. Economic appraisal of sup’ P.; pt. from primary domestic sources [with 
bibtogrer yp. ; by Harold %' Bennett ae others]. [1973.] [2]+vii+156 

il aper, $2.10 (S/N 2404-014 4" 

8599. rnfiry experience in coal mining, a OF. ‘orrest T. Moyer and Mary B. 
air. [1973.] [2]+v+11 ¢ Mines Bureau, Pittsburgh, PA 


1521 
8604. Gold-lode Sous, Fairbanks mining district, central Alaska jw. > 
Hography]; by Bruce I. Themes. (iethj [8]+16 p. il. 4° *M 

Bureau, Pittsburgh, PA 15218 
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30418 


30419 


30420 
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Coste on rojectile impact gentry measurements, compilation [with 
— fograph ies] ; by Richard W. Watson. [1973.] [3]+-12 p. 4° + Mines 
ittsburgh, PA 15213 
8608. sulfur dioxide, its chemistry as apates to methods for removing it f: 
waste gases [with bibliogra phy]; by Lar . Haas. [1973.] [3] +19 
p. il.4° + Mines Bureau eborah pA 15 13" 


Peat producers in United States in 1972; prepared in Division of Fossil 
Fuels. July 31, 1973. cover title, 10 p. 4° (Mineral industry surveys; 
peat producers, annual.) f I 28.107 : 972 


Petroleum products survey (series). pen industry surveys.) 


80. Motor gasolines, winter 1972-73 ; i Mae Shelton]. June 1973. cover 
bo ed p., 4 pl., map, 4° ¢ Mi ines ureau, Pittsburgh, PA _— OP ts) = 


Preprint from 1971 Minerals yearbook. 
Mineral industry of Arkansas; [by] Grace N. Bootes, fe [2]+13 
* Paper, 20c. 87/a2:Ar4 ae 1 
Mineral tadust of Kentuck [by H. L. Riley and mam: ‘McGrain]. (1973. 
([2]+13 * Paper, Oe. I 28.37/a 2: K 41/97 


Report of Ait A + Mines Bureau, Pittsburgh, PA 15213. @ Item 
637-A I 28.23 : (nos.) 
7746. Alternating current matrix-type magnetic Cy eo {with list of ref- 

erences] ; by Foster Fraas. roy [3]+18 p. il. 4° 
7747. Ionic and neutral eencttoas in glow discharges of “He-SOs-CO mixture [with 
list of references] ; by D. G. Kuehn, 8S. DB. Khalafalla, and L. M. Chanin. 
1973.] [3] +18 p. . ‘ho 
7748. Effects of specimen radius on stress state near roof bolt anchor, finite ele- 
: nent “fetermination ; by Lewis V. Wade and Peter A. Stahl. [1973.] 
7749. Sulfatization-reduction of mangeniterene is iron ore; by F. B. Joyce, jr., 
Charles Prasky. [1973.] [3] +17 p. il 
7750. mesovery of m7 cinnabar ores b; dashesttniien iwith list at 
references] een, R. EB. dstrom, and D. Shank 
[1973.] Coy ee p. “nae 
7751. Rock damage from small charge blasting in ie) aie [with list of ref- 
erences]; by James J. Olson and others. [19 ay +ii+44 p 4° 
7753. a. = zone areuné blasthole, bw Pine ich. ith list ot refer- 
ces] ; by David B. Siskind, Robert C. Steckiey, and James J. Olson. 
{1973.1 3) +20 p. il. 4° 
7754. Recovery of zinc, copper, a, and iron from zine smelter residue frit 
list of references] ; by H. B. Powell and L. W. Higley. [1972.] [3 


p. il. 4° 

7755. Strengthening of fractured rock pillars by use of small radial oo 
pressures [with list of references]; by B. T. Brady and W. I. Duvall. 
{1973.] [3]+20 p. 4° 

7756. Association of automotive a = ition with exhaust —— (with 
list of references by Basil mitriades [and others]. [1973.] [2]+1i 
+51 p. il. 4° [ ek done in po with Environmental Protection 


gency. 
7757. Hazard from ane pebocntning nt in confined space; by W. F. 


Marshall and W. Hurn. [197 [1] +ii+16 p. il. 4° 

7758. Methods for producing alumina from clay, evaluation of sulfurous acid- 
sulfuric acid process [with list of references] ; by Paul J. Barrett, Paul W. 
Johnson, and Frank A. Peters. [1973.] [2] +iv-+ 40 p. il. 4 

7759. Correlations of phase-boundary A wy of condensate quid systems *— 
compositions modified b butane [with list of references] ; 
Byron A. Baker and C. aneth Bilerts. [1973.] [2]+iv+56 p. il. 4° 

7764. Mine roof vibrations from underground blasts, Pilot Knob, Mo. [with list 
of references] ; by David BD. Siskind [and others]. [1973.] [3] +21 p. il. 4° 

7765. Respirable dust adhering to run-of-face bituminous coals; by L. Cheng and 
P. P. Zukovich. [1973.] [3]+10 p. il. 4° 

7766. Radical species profile for methane-oxy; xyRoneres m-argon flame [with list of — 
ences] it ; by y Cuasies P. Lazzara, Joan C. Biordi and John F. Papp. [1973.] 

7769. Geological | Deon causing roof instability and methane emission problems, 
Lower Kittanning coal Cambria County, Pa. [with list of references] ; 
by C. M. McCulloch and Maurice Deul. [1973.] [2] +1i+25 p. il. 4° 

7770. Compound type separation ~— chasectatinntion studies for 370°C boiling 
Goats of Gach Saran, crude oil [with -. of references] ; by 
J. B. Dooley [and others]. {ieTk.} [2] +11+ 25 p. il. 4 

7772. Case of septate vimetric More ees = measured, with, MRD and 

etric . equipmen y mb [an 

my s Pior 973.] Te ee p 


7774. 4 yr 4 emission ane 4 ae sulfide reaction | in woh ey solu- 
el em [with list of references] ; by um [and 
- Xe, Tier oo tt. il. po 
7788. Evaluation of machine by T. F. Tomb, J. F. Mar- 
tonik, and C. D. Taylor. Ti9Ts.) Biss p. aik 4° 
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GOVERNMENT PUBLICATIONS 


Technical progress report. 
30445 72. Airborne asbestos fiber concentrations in asbestos mines and mills in United 
rset by L. A. Schutz, Walter Bank, and George Weems. June 1973. [3] 
J il. 4° (Health and Safety Program. ) +t Mines Bureau, Pittsburgh, 
Ba 15213 @ Item 637-A I 28.26/6: 72 


NARCOTICS AND DANGEROUS DRUGS BUREAU, Justice Dept. 
Washington, DC 20530 


SCID-TR (series). 

8. Survey of analytical methods for determination of controlled drugs in body 
fluids, final report ; by F. J. Bullock [and others]. Dec. 1972. [published 
1973]. [1]+vii+2 37 ‘even, 4° (Drug Control Division, Office of Scien- 
tific Support.) = contract 72-22.] + @ Item 968-D 
L.C. card 73—602260 J 24.14:8 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 
Washington, DC 20546 


Kennedy Space Center story. [1978.] [1]-+-vi+286 p. il. * Paper, $3.20. 
@ Item 830-C 
L.C. card 73-600912 NAS 1.2: K 38 


NASA contractor report CR (series). & Paper, each, $3.00. 
NAS 1.26: (nos. ) 
30448 2252. Site alteration effects from rocket exhaust impingement during simulated 
king Mars landing: Nozzle development and physical site alteration 
[with list of references] ; by G. L. Romine, T. D. Reisert, and J. Gliozzi. 
July 1973. cover title, vii+-155 p. il. 4¢° [Prepared by Martin Marietta 
Corporation, Denver Division, Denver, Colo. ] 
30449 255. Application of matched asymptotic expansions to lunar and interplanetary 
trajectories, v. 1, Technical discussion [with list of references]; by 
J. E. Lancaster. July 1973. cover title, xi+102 p. il. 4° [Prepared by 
MeDonnel Douglas Astronautics Company- -West, Huntington Beach, 
Calif. for Manned Spacecraft Center. ] 
30450 2268. Perform, performance optimizing computer program for dynamic systems 
subject to transient loadings [with list of references] ; by W. D. Pilkey 
{and others]. June 1973. v+227 p. il. 4° [Prepared by University of 
Virginia, Charlottesville, Va.] 
30451 270. Extended hydrodynamic theory of peak and minimum pool boiling heat 
fluxes [with list of references] ; by rw H. Lienhard and Vijay K. Dhir. 
July 1973. cover title, v+196 Pe 4° [Prepared by University of 
Kentucky, Lexington, Ky. for Lewis eacual Center. ] 
30452 272. Point and path performance of light aircraft, review and analysis [with 
list of references]; by Frederick O. Smetana, Delbert C. Summey, and 
W. Donald Johnson. June 1973. cover title, v+131 p. il. 4° [Prepared 
by North Carolina State University at Raleigh, Raleigh, N.C.] 
76. STOL yl control feasibility .w.4 technical report [with list of refer- 
ences] ; by C. K. Gordon and R Dodson. July 1973. cover title, ix+95 
p il. i.” ’ (Prepared by Boeing Company, Wichita, Kans. for Langley 
esearch Center. ] 


NASA EP (series). 
30454 110. Skylab experiments: v. 1, Physical science, solar astronomy [with list of 
suggested references for further study] ; produced by Skylab ew and 
NASA’s Education ~~. Division. May 1973. [91] 4° [Pre- 
pared in cooperation with University of Colorado, with beienttel for 
teachers, including suggestions on relevance to school curricula. ] Pa 
per, $1.25. @ Item 830-G NAS 1.19: 110 


NASA technical note TN (series). & Paper, each, $3.00. 
NAS 1.14: D-(nos.) 
30455 D-7151. Apollo experience report, command and service module reaction control 
qeeeme [with one reference]; by Ralph J. Taeuber and Dwayne P. 
eary. June 1973. v+-49 p. il. 4° 
30456 D-7264. Automated procedure for design of wing structures to satisfy strength 
and flutter requirements [with list of references]; by Raphael T. 
Haftka. July 1973. [11+33 p. il. 4° 
30457 D-—7270. Technique for measuring hypersonic flow velocity profiles [with list of 
wy oneal, by Luther R. Gartrell. July 1973. cover title, [1]+38 p. 
30458 D-7277. Acoustic impedance of curved multilayered duct liners [with one refer- 
ence] ; by William DB. Zorumski. July 1973. cover title, [1] +10 p. il. 4° 
30459 D-7290. Apollo experience report, crew station int patton: v. 5, Lighting con- 
+ © by Charles D. Wheelwright. June 1973. cover title, ili+21 
p. il. 4° 
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30460 D-7325. Tensile properties to 650° C. and deformation structures in precipita- 
tion-strengthened titanium-aluminum alloy [with list of ~~. ; 
by Madan G. Mendiratta. June 1973. cover title, [1] +23 4° 

30461 D-7340. Auger analysis of oxygen and sulfur interactions with cadens metals 
and effect of sliding on these interactions [with list of references] ; 
by Donald H. Buckley. June 1973. cover title, [1]+21 p. iL 4° 

30462 D-7341. Flow through wire-form transpiration-cooled vane [with list of refer- 
ences]; by Albert Kaufman. June 1973. cover title, [1]-+26 p. il. 4° 

NASA technical translations TT (series). NAS 1.13/2 : F—(nos.) 


30463 F716. anaes, Re and recommendations, no. 1 [with lists of refer- 
ences] ; M. Munipov, V. P. Zinchenko, et al. June 1973. cover 
title, vit 250 p. il. 4° [From All-Union Scientific Research po 
for Aesthetic tyling in Engineering, 1970.] # Paper, $3.0 


F-756. Cosmic rays} in earth’s magnetic field [with list of references] 
Dorman, V. 8S. Smirnov, and M. I. Tyasto. -_, 1973. cover thts, ii 
+481 p. il. 4° (Translation of publication of Nauka Press, Moscow, 
1971.] "® Paper, $6.00. 
Skylab 2, Bean, Garriott, Lousma; [circular colored paster]. [19738.] di- 
ameter 3.7 in. * Plastic, 25c. NAS 1.2: Sk 9/7 


NATIONAL AGRICULTURAL LIBRARY, Agriculture Dept. 
Washington, DC 20250 


Catalog, Food and Nutrition Information and Educational Materials Cen- 
ter. [June 1973.] ix+286 p. 4° [Contains listing of materials acquired 
from April 1971 through April 1973.] + @ Item 95-A 
L.C. card 73—-602294 A 17.18/38: 973 


NATIONAL ARCHIVES AND RECORDS SERVICE, General 
Services Administration, Washington, DC 20408 


PI [Preliminary inventory]. as (Single copies only ) 
175. Preliminary inventor records of National Capital Planning Commis- 
sion ; compiled by A 8. Provine. 1973. vii+8 p. 4° ([Record group 
328; Publication 73-37]. y 
L.C. card 73-6000104 GS 4.10: 175 


NATIONAL BUREAU OF STANDARDS, Commerce Dept. 
Gaithersburg, MD 20760 


Federal information processing standards publications, FIPS pub. [Issued 
with perforations.] * Paper, $21.50 (including all new FIPS publica- 
tions and supplements for an indefinite period), $5.50 additional for 
foreign mailing; single copies vary in price. @ Item 248—-D 

C 18.52 : (nos. ) 
3-1. Recorded mega tape for oie interchange (800 CPI, NRZI) 
June 30, 1973. 4 p. 4° y: Hardware standard; Subcategory : 
Interchange codes and m -) Bapeceodes FIPS pub. 3, Nov. 1, 1 J] 
* Paper, 20c. 
30469 Model weights & measures ordinance, 1972, provisions as adopted by Na- 
tional Conference on Weights and Measures. [1972.] [8]+50 p. 4° 
[Foreword on p. 2 of cover.] + C 13.55 : 972 


National standard reference data series NSRDS-—NBS. 


46. Reactivity of ere xyl radical in oqueens solutions [with lists of satewonets 5 i 
by] Leon rfman and Gerald Adams. June 1973. vi+59+-[1] p. il 
* Paper, 90c. (S/N tirana @ Item 248-B 
L.C. card 72-60032 C 13.48 : 46 


Special publications. @ Item 247 © 13.10: (nos. ) 


30471 236. [NBS frequency and time broadcast services, radio stations WWV, WWVH, 
WWVB, and WWVL], 1978 edition; Addendum. [1973.] 1 p. 4° ft 

30472 374. Method for determining resolving power of photographic lenses [with list 
of references] ; Francis E. Washer and Irvine C. Gardner, appendix added 
by C. B. Kuyatt. June 1973. iv+28 p. il. 4° [Accompanied by 2 Lens 
so charts. Issued in envelope for mailing purposes.] * Paper, 


L.C. card 72—600331 
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GovERNMENT PUBLICATIONS 


Technical notes. @ Item 249-A C 13.46: (nos. ) 


620. Frequency and phase stabilization of HCN laser by, loctins to synthesized 
reference [with list of references; by] Joseph W. Wells [and] Donald 
Halford. May 1973. v+50 p. il. 4° (Institute for Basic Standards.) 
* Paper, 60c. 
752. Directory of law enforcement and criminal justice associations and research 
centers ; by ‘ Latka. June 1973. ieee oa WS ° [Prepared for 
National Institute of Law Enforcement and minal Justice, Law 
Enforcement Assistance Administration, Department of Justice.] * Pa- 
er, 80c. (S/N 0303-01105). 
.C. card 73-602115 
30475 773. Methods of measurement for semiconductor materials, process control, and 
devices, quasseey report Oct. 1—Dec. 31, 1972 [with lists of references] ; 
W. Murray Bullis, editor. June 1973. v+50 p. il. 4° [Research jointly 
supported by National Bureau of Standards and other Government 
agencies.] * Paper, 80c. 
30476 780. Controlled accessibility bibliography; [by Susan K. Reed and Martha M. 
Gray. June 1973. [2]+11+[1] p. il. 4° (Institute for Computer Sciences 
and Technology.) Paper, 35c. 


Voluntary product standard PS (series). ([Office of Engineering Stand- 


ards Services.]) 


54-72. Body measurements for sons of girls’ apparel. [1973.] iv+14 p. il. 4° 
* Paper, 30c. (S/N 0303-01138). @ Item 243 C 13.20/2: 54-72 


NATIONAL CANCER INSTITUTE, Health, Education, 
and Welfare Dept., Bethesda, MD 20014 


NCI monograph. 

37. Conference and workshop on cellular immune reactions to human tumor- 
associated antigens [held at National Cancer Institute, Bethesda, Md., 
June 8-9, 1972; with list of references]. June 1973. xii+221 p. il. 4° 
(DHEW publication (NIH) 73-399.) [Sponsored by Immunology-Epi- 
demiology Segment, Special Virus Cancer Program.] * Cloth, $4.85 
(S/N 1742-00049). @ Item 507-L 
L.C. card 73-602428 HE 20.3162 : 37 


NATIONAL CENTER FOR HEALTH STATISTICS, Health, Education, 
and Welfare Dept., Washington, DC 20201 


30479 Current listing and topical index to vital and health statistics series, 
1962-72 May 1978. [2]+19 p. 4° (DHEW publication (HSM) 73-1301 
(revised).) * Paper, 40c. @ Item 508 
L.C. ecard 72—600287 HE 20.2202: V 88/962-72 


Vital and health statistics: Series 2, Data evaluation and methods 
research. 
30480 56. Completeness and quality of response in North Carolina marriage follow- 
back survey [with list of references; by H. Bradley Wells, Elizabeth J. 
Coulter, and Linda 8. Wienir]. July 1973. vi+42 p. il. 4° ([Office of 
Statistical Methods. DHEW publication (HSM) 73-1330].) [Pilot survey 
to study response rates and quality of data from mail follow-back linked 
to marriage records.] * Paper, 75c. @ Item 500-E 
L.C. card 73-600033 HB 20.2210 : 2/56 


Series 14, Data on national health resources. 

30481 9. Ophthalmology manpower, utilization of supplementary personnel, United 
States, 1968; [by Hugo K. Koch]. May 1973. iv+48 p. il. 4° (DHEW pub- 
lication (HSM) 73-1804; [Division of Health Resources Statistics].) [Pre- 
pared in cooperation with Census Bureau.] * Paper, 75c. @ Item 500-E 
L.C. card 73-600049 HE 20.2210: 14/9 


NATIONAL CLIMATIC CENTER, Commerce Dept. 
Washington, DC 20230 


30482 Environmental guide for U.S. Gulf Coast [with bibliography] ; compiled by 
W. A. Brower, J. M. Meserve, R. G. Quayle. Nov. 1972. iii+177 p. il. 4° 
[Produced for and supported by Department of Army, Lower Mississippi 
Valley Division, Corps of Engineers, Vicksburg, Miss.] ¢ 
L.C. card 72-608624 C 55.281: G 95 
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NATIONAL COLLECTION OF FINE ARTS, Smithsonian Institution 
Washington, DC 20560 


30483 Lilly Martin Spencer 1822-1902, joys of sentiment. 1978. 254 p. il. [One 
illustration is colored.] * Paper, $6.60 (S/N 4703-00018). @ Item 916 
L.C. card 73-4182 SI6.2:Sp3 


NATIONAL GUARD BUREAU, Defense Dept. 
Washington, DC 20310 


30484 Annual report, chief, National Guard Bureau, fiscal year 1972. [May 1973.] 
cover title, 99+-[2] p. il. oblong 8° t @ Item 355 D 12.1: 972 


30485 Official Army National Guard register, 1973; Jan. 1, 1973. 1973. xiv+[1] 
+377 p. 4° t @ Item 358-A D 12.9: 973 


Technician personnel pamphlet. 
30486 902. National Guard technicians; Technician performance rating plan. [June 20, 
1973.] cover title, [23] p. 4° [Issued with perforations. Supersedes TPP 
902/ANGM 40-3, Apr. 1969.] t @ Item 358 12.8/2: 902 
30487 Woman’s place is in the Guard. [Apr. 1973.] cover title, [8] p. il. narrow 8° 
({NGB 29-73]; Army National Guard.) [Illustrations are colored.] f¢ 
@ Item 356 D12.2: W & 


NATIONAL HEART AND LUNG INSTITUTE, Health, Education, and 
Welfare Dept., Bethesda, MD 20014 


National heart, blood vessel, lung and blood program. @ Item 507—E-1 
L.C. card 73—-602244 HB 20.3202 : H 35/3/v. (nos. ) 


v. 2. Report of National Heart and wie Advisory Council. aoe, 22 1973. v+40 
p. il. 4° (DHEW publication (NIH) 73-516.) * Paper, 7 


v. 4. Panel " rts: pt. 3, rt of blood diseases panel. Apr. 6, 1973. [206] p. il. 
4° HBEW publication (NIH) 73-520.) * Paper, $2.60. 
4, Report of blood resources panel. Age 6, 1973. [145] p. il. 4° 


(D ew publication oo 73-521.) * Paper, $2.1 10. 

v. 5. Program analysis: pt. 2, National institutes of Health (exclusive of oe 
tional Heart and “Lung tn Institute). Apr. 20, 1973. [284] p. 4° (DHE 
ae (NIH * Paper, $2.85. 

Cc sx 73-602. 

pt. 3, Other AS 1 agencies (USDA, AEC, DOD, BPA, FDA, HSMHA, 
Nasa’ "NSE, SRS, DOT, and VA). Mar. 31, 1973. [273] p. 4° 
(DHPW publication tNidt) 73-624.) * Paper, $2.85. 

NHLI’s blood resource studies: v. 1. Supply and use of Nation’s blood 
resource. June 30, 1972; [published 1973]. [564] p. il. 4° (DHEW pub- 
lication (NIH) 73-417.) * Paper, $5.05. @ Item 507-E-1 
L.C. card 73-601915 HE 20.3202: B 62/v.1 


Report of workshop on lung cell identification, isolation and culture, Mar. 
2-3, 1973, Seattle, Wash.; [prepared by Ronald Crystal]. [1973.] [5]+11 
p.4° (Division of Lung Diseases.) +t @ Item 507-E-1 

HE 20.3202: L 97 


NATIONAL HIGHWAY TRAFFIC SAFETY ADMINISTRATION, 
Transportation Dept., Washington, DC 20591 


5 Communications, guidelines for emergency medical services. [Sept. 1972.] 
cover title, [1]-+49+[24] p. il. oblong 8° * Paper, $1.00 (S/N 5008- 
00083). @ Item 982-D-3 TD 8.8: Bm 3/4 


Police traffic services, supervisory level training program: Student study 
guide [with bibliography ; by Edward W. Bishop and others]. June 1973. 
ix+68 p. 4° [Issued with perforations.] * Paper, $1.25. @ Item 
982-D-1 TD 8&8: P 75/4 


Pupil transportation safety program plan; prepared by School Bus Task 
Force. May 1978. vii+40 p. il. 4° *Paper, 75c. (S/N 50038-00120). 
@ Item 982-D-1 
L.O. card 78-602302 TD 8.2: P96 
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30503 


30504 


30506 


30507 


GovERNMENT PUBLICATIONS 


Report on ist International Technical Conference on Experimental Safety 
Vehicles, sponsor, U.S. Department of Transportation, host, Government 
of France, French automobile industry, held Chambra Syndicale, Con- 
struction Automobiles, Paris, France, Jan. 25-27, 1971. [1971.] xii+144 
p. il. 4° * Paper, $1.25 (S/N 5003-0036). TD 8.16: 971 


NATIONAL INDUSTRIAL POLLUTION CONTROL COUNCIL 
Washington, DC 20230 


Pollution control costs and research priorities in animal slaughtering and 
processing industries, sub-council report. June 1973. 24 p. il. * Paper, 
35c. @ Item 1070-B-2 
L.C. ecard 76-611191 Y¥ 3.In 2/8: An 5/3/973-2 


NATIONAL INSTITUTE FOR OCCUPATIONAL SAFETY AND 
HEALTH, Health, Education, and Welfare Dept. 
Rockville, MD 20852 


Protecting health of coal miners, interagency approach [with list of refer- 
ences]; by Marilyn K. Hutchison. 1973. [8]+-17 p. il. narrow 8 (HSM 
7383-11015.) + @ Item 499-F-2 HE 20.2802: C 63 


NATIONAL INSTITUTE OF EDUCATION, Health, Education, 
and Welfare Dept., Washington, DC 20202 


Notre.—rhe National Institute of Education was established by Public law 92- 
818, approved June 23, 1972. 
Center for Vocational and Technical Education, Ohio State University: 
Research and development series. [Project 77-0158, grant OEG-3-7- 
000158-2037:] @ Item 461-—D-1 HE 18.11 : (nos.) 
89. Conceptual framework for diffusion of innovations in vocational and tech- 
nical education [with bibliography ; by] William L. Hull, Ralph J. Kester, 
William B. Martin. Mar. 1973. ix+62 p. il. 4° * Paper, 95c. 

90. Information utilization by vocational educators [with selected bibliography ; 
by] J. David McCracken and Wilma B. Gillespie. Mar. 1973. vi+35 p. 4° 
* Paper, 75c. 

National Institute of Education, brief outline of its history, status, and 
tentative plans. Feb. 23, 1973. [1]+27 p. 4° (DHEW publication NIH 
73-25000.) 7 HE 18.2: H 62 


NATIONAL INSTITUTE OF MENTAL HEALTH, Health, 
Education, and Welfare Dept., Chevy Chase, MD 20015 


Center for Studies of Crime and Delinquency : Research report (series). 
1. Achievement Place, model for delinquency treatment. ——s, 21 ey (2) p. 
il. ({DHEW publication (HSM) 73-9078.]) t @ Item 507—B— 

HE 20.2 3420/4: 1 

Growing up in America, background to contemporary drug abuse [with 

bibliographies; by] Anne MacLeod. [1973.] v+98 p. ({DHEW publica- 

tion (HSM) 73-9048.]) [Prepared by Biospherics, Inc., Rockville, Md. 

under contract 42—-70-143.] * Paper, $1.25 (S/N 1724-00290). @ Item 
507-B-5 

L.C. ecard 73—-602120 HE 20.2402: G 91 


Mental health research grant awards, fiscal year 1972; prepared by Pro- 
gram Analysis and Evaluation Section, Division of Extramural Research 
Programs. [1973.] viii+71 p. ({DHEW publication (HSM) 73-9082].) 
* Paper, 65c. (S/N 1724-00285). @ Item 507-B-11 HE 20.2423 : 972 


Mental health statistics: Series B [Analytical and special study reports]. 


4. Utilization of psychiatric facilities by persons diagnosed with alcohol dis- 
orders {with cry A mA Richard W. Redick]. [1973.] vi+40 p. 4° 
({DHE ublication SM) 73-9114; Survey and Reports Section, 
Biometry Branch, Oftice of Pro am Planning and Evaluation.] [In co- 
operation with State Mental ealth and Hospital Authorities and Na- 
tional Association of Private Psychiatric ospitals.] * Paper, T75c. 
@ Item 491-A 
L.C. card 73-602315 HB 20.2415: B/4 
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30508 Multi-ethnic literature in high school, a mental health tool [with bibliog- 
raphies; by] Jean H. Lightfoot. [1973.] vii+43 p. 4° ([DHEW publi- 
cation (HSM) 73-9079.]; Center for Studies of Child and Family 
Mental Health.) [Prepared under contract NIH 70-527.] * Paper, 75c. 
(S/N 1724-00279). @ Item 507-B-5 HE 20.2402: M 91 


30509 Teachers talk about their feelings; by Eli M. Bower. [1978.] vii+35 p. 
({DHEW publication (HSM) 73-9082] ; Center for Studies of Child and 
Family Mental Health.) [Prepared under contract NIH 70-74.] * Pa- 
per, 50c. (S/N 1724-00291). @ Item 507-B-5 HE 20.2402 : T 22 


NATIONAL INSTITUTES OF HEALTH, Health, Education, 
and Welfare Dept., Bethesda, MD 20014 


30510 Get your blood pressure taken before your number’s up. [1973.] [2] p. 4°, 
folded into oblong 48° ([DHEW publication (HSM) 73-28]; National 
High Blood Pressure Education Program, High Blood Pressure Informa- 
tion Center.) * Paper, 20c. @ Item 507 HE 20.3002 : B 62 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


30511 Classified index of National Labor Relations Board decisions. June 1972. 
cover title, v+381 p. 4° * Paper, $3.70. @ Item 826 LR 1.8/6: 972 


80512 Jurisdictional guide; [prepared by Division of Information]. [19738.] iii+8 
p. narrow 8° * Paper, 10c. (S/N 3100-00123). @ Item 827-A 
LR 1.6/2: J 97/978 


NATIONAL LIBRARY OF MEDICINE, Health, Education, 
and Welfare Dept., Bethesda, MD 20014 


30513 National Library of Medicine current catalog annual cumulation, 1972. 
[1973.] (DHEW publication (NIH) 73-263.) * Cloth, $18.75 per set of 
2 volumes. @ Item 507-J 


My ex Subject section. tii+ 1-622 p. 4 
Name section, technical seberta, serials section, audiovisual section. [4] 
+ 623-1598 p. 4° HE 20.3609/3 : 972 


NATIONAL MARINE FISHERIES SERVICE, Commerce Dept. 
Washington, DC 20230 


Current fisheries statistics. 

30514 6113. New York landings, annual summary 1972. June 29, 1973. 8 p. 4° [Pre- 
pared in cooperation with New York Department of Environmental Con- 

servation, Division of Marine and Coastal Resources, Stony Brook, N.Y.] 

t @ Item 610-A C 55.309/2: 6113 

30515 Grant-in-aid for fisheries program activities, 1972 [with list of publica- 

tions] ; prepared by Grant-in-Aid Staff. July 1972. vi+154 p.4° + 
C 55.302: G 76 


NATIONAL OCEAN SURVEY, Commerce Dept. 
Washington, DC 20235 


NOS publication. 


30516 31-1. Surface water temperature and density west Coast, North and South 
America. 4th edition 1972. Mar. 1973. 09 p. il. 4° [Supersedes 
C&GS publication 31-1, 34 edition, 1968.) wy $1.25 (S/N 0321-— 
00006). @ Item 193 C 55.419 : 31-1 


NATIONAL OCEANIC AND ATMOSPHERIC ADMINISTRATION, 
Commerce Dept., Washington, DC 20235 


30517 Federal plan for natural disaster warning and preparedness. June 1973. 
xviii+123 p. il. 4° (Federal Committee for Meteorological Services and 
Supporting Research.) * Paper, $2.10. @ Item 250-H-2 ©55.2:N21/2 
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GovarnMENT PusBLICATIONS 


80518 Federal women’s program, by Joann Temple Dennett, Federal Women’s 
Program Coordinator, National Oceanic and Atmospheric Administra- 
tion, Environmental Research Laboratories, Boulder, Colo., presented at 
Federal Women’s Program Conference, Honolulu, Hawaii, Apr. 3, 1972. 
(1978.] 16+-[8]+5+-[8] p. 4° f¢ © 55.614: D 41 


Hydrometeorological report. 

47. Meteorological criteria for extreme floods for four basins in La and 
Cumberland River be ee [with list of references] ; pre — Fran- 
cis K. Schwarz. May 1973. vi+-59 p. il. 4° (Hydrometeoro eal ranch, 
Office of Hydrology. ) fiEpepase for Tennessee Valley Authority under con- 
tract TV-36522 A.] * Paper, 90c. @ Item 275-A C 55.28 : 47 


NOAA technical memorandum. (Environmental Research Laboratories. ) 
C 55.13/2 : (letters—nos. ) 


30520 PRL APCL-14. 4 - and instruction monegl for cylindrical field mill sys- 
[by] Heinz W. Kasemir, James Holitza. Feb. 1972. iv 
+19). g 4° (Atmospheric Phyoies and Chemistry Labora- 
ory 
30521 PRL ARL-36. Transport, deposition, and meteorological studies of nuclear debris 
in atmos ~ [with list of references] ; Robert J. List, editor. 
Mar. 1972. iv+65 p. fl. 4° (Air Resources Laboratories, Silver 
Spring, Ma. Lj Tigeel progress report July 1970—June 1971 to 
Division of Biology and Medicine, Atomic Energy Commis- 
sion 
30522 BRL ESL-17. Refraction surveys in Colorado, Grand Valley, Silt, and uity 
ny Plant [with list of references; by] Richard 
and] Kenneth W. King. June 1972. ifi-+ p. il. over- 
y, (Earth Sciences Laboratories, Las Vegas, Nev.) [Over- 
lay is printed on cellophane and bound to aline with and further 
illustrate figure on p. $} 
PRL ESL-18. Refraction surveys in Rifle, Colo. [with list of references; by] 
Richard Navarro, Kenneth C. Bayer [and] Kenneth W. King. 
June 1972. iv+ 22 p. il. 4° (Barth Sciences Laboratories, Las 
Vegas, Nev.) ¢ 
30524 PERL ESL-19. Old Reliable Mine project seismic measurements Mare list of ref- 
erences; by] Richard Navarro. July i972. ili+17 p. il. 4° 
(Earth Sciences Laboratories, Las Vegas, Nev.) tf 
30525 BERL NHRL-99. On role of organizational period in NHRL circularly symmetric 
hurricane model [with list of references; by] Michael S. Moss 
[and] Stanley L. Rosenthal. Mar. 1972. iii+22 p. il. 4° (Na- 
tional Hurricane Research Laboratory.) Paper, $3.00. 
BERL WPL-7. Applications of remote sensing techniques to buoy-based environ- 
mental data gathering [with lists of references] ; V. E. Derr, 
editor. _ 972. [151] p. il. 4° (Wave Propagation Labora- 
tory.) 


—— (National Environmental Satellite Service.) C55.13/2: NESS(nos.) 
NESS 21. Geostationary satellite position and attitude determination using pic- 
ture landmarks [with list of references; by] William J. Dambeck. 

Aug. 1972. ili+20 p. il. 4° Paper, $3.00. 
NBSS 37. Some reliminary results of  4y aircraft microwave measurements of 
ice in Beaufort Sea [with list of references; by] Richard J. Derycke 
4 Aan BD. Strong. June 1972. cover title, ‘ii+8 p. il. 4° © Paper, 


NBSS 38. Publications and final reports on contracts and grants, 1971, NESS. 
June 1972. iv+5 p. 4° # Paper, $3.00. 


—— (National Weather Service.) C 55.13/2 : (letters—nos. ) 


NWS CR-49. Preliminary transport wind and mixing height climatology, St. 
Louis, Mo. [with list of references; by] Donald B. uerch 
and others]. June 1972. erty p. il. 4°  - Region, 


ansas City, Mo.) [Issu with perforations. ] 

NWS ER-48. Accuracy of automated temperature forecasts for Philadelphia 
as related to sky condition and wind direction [with list of 
references; by] Robert B. Wassall. t. 1972. [1] +7 2 y 
tab. 4° (Hastern Region, Garden City, N.Y.) 4 Paper, $3.00. 
NWS NMC-51. Updating asynoptic data for use in objective a ot (vee list 
of references; by] Armand J. Desmarais. Oct. 1i+-19 p. 

il. 4° (National Meteorological Center.) Suton $3.00. 
NWS SR-63. Statistical method of combining synoptic and empirical tropical 
i nap oo nn he Hops [with list of references ; by Charles 
pogpena, com and Banner I. Miller. ay 1972. 
[aitsa 4° (Southern Re = ery ag Scientific 

vision, rt Worth, 

Updating of numerical o) Recctpttation wildance ‘Twith —y of ref- 
erences ; Md Paul and Daniel L. Smith. June 1972. 
cover wee, ta) 1) 116 ¢ e il. 4° _— Region Headquarters, 
Fort W: Tex.) Paper, $3.00. 
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Comparison of satellite-derived low and cirrus level winds with 
—s wind observations [with list of references; by] 
Kenneth O. Poteat. June 1972. [1 1S p. il. 4° (Southern 
Region Headquarters, Fort Worth, Tex.) # Paper, $3.00 

Use of model output statistics (MOS) to re daily maxim mum 
temperatures [with list of rang TM by John A. Annett, 
Harry R. Glahn and Dale A. Low 72. 1114-14 p. iL 4° 
cae @ Pager $8.00 Office, +1 Development Labor- 


+) 

NWS WR-76. Monthiy climate rat Teste of behavior of fog and low stratus 
at Los Angeles International Airport [with list = references; 
by Donald M. Gelee. a, ks " yyy shoo; (West- 
ern Region, Salt Lak ee A Paper, $ 

NWS WR-77. way < radar echo ‘dist bation te in “Arison piuzing 4 = and 

with list of reberenets ; by] Ji Hales, jr. July 
1, 4° (Western Ry Salt : City, 


® Paper. 00. 
NWS WR-78. Focesasting precipitation - Bakersfield, Calif., using pressure 
gots vectors [with list of references ; Barl T. Rid- 
1972. iii leaves +11 rt, . 4° (Western Region, 
Salt Ke ty, Utah.) Paper, $ 00. 
NOAA technical reports. (Environmental Research Laboratories.) 
@ Item 208-B-7 © 55.13 : BRL—(nos.) 
30540 BERL 263-WPL 23. Optical measurement of A wave structure twee list 
¢ oe: og) a Schwiesow. Feb. 1973. iii 
30541 BERL 266-ESL 29. Amehitke geopleromagnetic experiment [with list of refer- 
oS: 3 asbrouck, J. H. Allen. Apr. 1973. iii 
* Paper, 65c. 
—— (National Marine ee Service.) 
80542 NMFS SSRF-668. Annotated biblio hy of Conan, Tautogolabrus paspereme 
ay {ort i+4 a3 * SS Pape “Toc. @ Item 
P. 55.13: NMFS SSRF-668 
—— (National Ocean Aidin ) 
80543 NOS 60. a 4 n lst of peter plate measurements on, aa 5 oe 7 
ton references; by eee 
of iy ribs p. 4° * Paper, $2.10 (S/N sit-00180)- ° x. 
C 55.13: NOS 60 
NATIONAL PARK SERVICE, Interior Dept. 
Washington, DC 20242 
30544 Apostle Islands National Lakeshore, Wis. [Reprint 1973.] [2] p. il. 4° 
folded into narrow 24° size. ¢ @ Item 651 1 29.6/3: Ap 4 
30545 Capitol Reef National Park, Utah. [Revised 1973.] [1978.] [2] p. iL oblong 
large 8° folded into narrow 24° size + @ Item 651 129.6: C 17/973 
30546 Indiana Dunes National Lakeshore, Ind. [Revised 1973.] [1973.] [2] p. il. 
narrow f° folded into narrow 24° size ¢ @ Item 661 
1 29.6/8: In 2/973 
30547 Oxon Hill children’s farm, Oxon Hill, Maryland. [Revised 1973.] [19738.] 
[10] p. iL narrow 24° ¢ @ Item 648 129.2: Ox 6/978 
30548 Rocky Mountain National Park, Colo. [Mar. 1973.] [2] p. iL oblong large 
8° folded into 24° size. ¢ @ Item 651 1 29.6: R 59/10/9738 
30549 South Rim, Grand Canyon National Park, Ariz. [Revised 1973.] [1973.] 
[2] p. il. f° folded into narrow 24° size + @ Item 651 
I 29.6: G 76/17/9773 
30550 Yosemite National Park, Calif. [Revised 1973.] [1973.] [2] p. il. oblong 
large 8° folded into narrow 24° size ¢ @Item651 129.6: Y 8/14/9738 


30551 Zion National Park, Utah. [Revised 1978.] [1978.] [2] 
qu p. il. oblong large 
8° folded into narrow 24° size + @ Item 651 1 29.6: Z 6/5/9738 


NATIONAL PORTRAIT a Smithsonian Institution 
Washington, DC 20560 


80552 Checklist of permanent collection. 1972 [published 1978]. [1]+-54 4 
* Paper, $1.25 EH CO-SETED. - ~ arene 


L.O. card 8I11.2:041 
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30559 


30567 


GovERNMENT PuBLICATIONS 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


Initial reports of Deep Sea Drilling Project. [Project planned and carried 
out with advice of Joint Oceanographic Institutions for Deep Barth 
Sampling (JOIDDS).] 

v. 18. Cogering leg 18 of cruises of ang vessel Glomar Challenger, Honolulu, 
Hawali to Kodiak, Alaska, May. *Y, 1971 [with lists of reference Ss]; 
oars: Lillian F. Musich, ‘Oscar B eser. [June 1973.] fi ]+xx+1077 

il. 4° ps ey for National Ocean Sediment Coring Program under 
cotract 482 by University of California, Scripps Institution of 
Sogenoeraph ak oo lining papers. One plate is colored.}] * Cloth, 

1G. card 74808888 NS 1.2: D 36/2/v.18 


NATIONAL TECHNICAL INFORMATION SERVICE, Commerce Dept. 
Springfield, VA 22151 


Census retrospective 1968-70 on microfiche [catalog and order form]. 
[1978.] [2] p. narrow f° folded into oblong 32° size. 
C5111: 0 83/968-70 


NATIONAL TOURISM RESOURCES REVIEW COMMISSION 


Note.—The National Tourism Resovrces Review Commission was established by 
Public Law 91-477, dated Oct. 21, 1971. Terminated Aug. 1973. 


Destination USA, report. June 1973. @ Item 1089 + 
L.©. card 73-602121 Y 3.T 64: 1/973/v. (nos. ) 
v. 2. Domestic tourism. i6} 5336 pS . 4° 
v. 3. International visitors. [4] +30 D. il. 4° 
v. 4. Federal role. [4] +64 p. il. 4° 
v. 5. Special studies. [6] + p. il. 4° 


NATIONAL TRANSPORTATION SAFETY BOARD, Transportation 
Dept., Washington, DC 20590 


Aircraft accident report NTSB-AAR (series). Paper, $20.00 a yr. ; $5.00 
additional for foreign mailing ; single copy, $3.00. 
73-13. Northwest Airlines, Inc., Boeing 747-151, N 602 US Miami, Fla., Dec. 15, 


1972; adopted May 30, 1973. [1973.] iv+ 10 p. 4° (File no.’ 1-0037.} 
TD 1.112: 73-13 


Highway accident report NTSB-HAR (series). Paper, each, $3.00. 
TD 1.117 : (nos.) 


72-3. Truck-automobile collision involving spilled methyl bromide on U.S. 90 near 
Gretna, Fia., ave. ; adopted June 1, 1972. [1972.] cover title, 
v+53 p. l.4° (SS—H-15.) '[Rrrata, 1 p., also issued. ] 

72-5. Automobile-truck collision followed by fire and explosion of dynamite cargo 
on U.S. Highway 78, near Waco, Ga., on June 4, 1971; adopted Sept. 21, 
1972. [1972.] cover title, vi+- 32 p. il. 4 

72-6. Tank-truck combination overturn onto Velhowagen microbus followed by 
fire, U.S. route 611, Moscow, Pa., Sept. 5, 1971; adopted Oct. 18, 1972. 
[1972.] cover title, v+29 p. il. 4° (SS—H-17.) 


Marine casualty report. (U.S. Coast Guard Marine Board of Investigation 
report and Commandant’s action, action by National Transportation 
Safety Board.) ¢t 
Collision involving SS Union Faith and 1 A Warren J. Doucet and yy in Mis- 

sissippi River on Apr. 6, 1969. Dec. 22, 1970. cover title, [1] +24 p. 4 
TD 1. 18: M 69 1/3 
M/V Crown sinking with loss of Pe Santa Barbara Channel, Nov. 25, 1968. 
[1969.] cover title, 12+ 2+7 A Pa TD 1.116 :'Sa 5/3 
Structural failure and sinki Texaco Oklahoma off Cape Hatteras on Mar. 27, 
1971 with loss of 31 lives. [1973.] cover title, [1]-+-47 p. 4° TD 1.116: C 17h 


NTSB-AAS (series). 
72-7. Special 2 re Jet blast hazards; adopted July $ 1972. [1972.] ili+28 
+[2] ([Bureau of Aviation Safety].) ¢t 1.121 : 72-7 
Pipeline accident reports, NTSB—PAR (series). Paper, each $3.00. 
TD 1.118 : (nos.) 


72-2. uitable Gas Mer 4 natural gas distribution system, Titan Penn., 
ov. 17, 1971; adopted May 25, S072. [1972.] vi-+- 24 p. il. 4° S-P-8). 
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30568 72-5. Lone Star Gas Company, Fort Worth, Tex., Oct. 4, 1971; adopted Dec. 13, 
metres [1972.] iv+18p.il.4° (SS—P-11.5 
Railroad accident report NTSB-RAR (series). +t TD 1112/8: (nos. ) 
30569 72-5. Derailment of Amteoal 6 train no. , while operat on Illinois Central Rail- 
Salem = , 1971; adopted Aug. 80, 1972. [1972.] 
v+67 p. il. 4° (BSe-17 
30570 73-2. Derailment of Penn Centeai Freight train B-4 and collision of Geuthera 
Railway passenger train no. 6 with derailed car at Arlington, Va., A 
27, 1972; adopted Feb. 28, 1978. [1978.] iv+20 p. il. 4° (SS—R- 5) 
Railroad/highway accident report NTSB-—RHR (series). 
30571 72-1. Atchison, Topeka and Santa Fe passenger train no. 212 collision with 
Stillwater Milling Com any motor-truck at 116th Street north grade 
crossing near Collinsville, Okla., Apr. 5, 1971; adopted an 24, 1972. 
[1972.] v+38 p. fl. 4°  (SS-R/H-4.) ¢ /4: 72-1 
Special study report NTSB-(series). tf TD 1.120: (letters—nos. ) 


30572 HSS-72-3. a study: Nono oy nis motor vehicle safety study; adopted 
t. 6, 1972. [197 8 p. 4° 
30573 HSS-72-5. Spee 1 study: —snot bang motor vehicle braking; adopted Nov. 22, 
1972. [1972.] 111+-9 p. il. 4° 
80574 RSS—72-1. Train accidents attributed to negligence of employees; adopted May 
24, 1972. [1972.] i11-+- 23 p. il. 4° 


NATIONAL WATER COMMISSION 
800 N. Quincy St., Arlington, VA 22203 


80575 New directions in U.S. water policy, summary, conclusions and recom- 
mendations from final report of National Water Commission. vii-+197 
p. i. * Paper, $2.50. @ Item 1089 Y3.N 21/24:2P 75 


80576 Summary-digest of State water laws [with selected bibliography]; Rich- 
ard L. Dewsnup, Dallin W. Jensen, editors. [1978.] xiii+-826 p. * Paper, 
$4.55. @ Item 1089 
L.C. card 73-601998 Y8.N 21/24:2L 44/2 


30577 Water policies for future, final report to President and to Congress of 
United States. June 1978. xxviii+579 p. il. 4° * Paper, $9.80 (S/N 
5248-00006). @ Item 1089 
L.C. card 73-602116 Y3.N 21/24: 1/9738 


NATIONAL WEATHER SERVICE, Commerce Dept. 
Washington, DC 20235 


30578 Killer from the hills [poster]. 1978. 1 p. i. 4° (NOAA/PA 73019.) * Pa- 
per, 20c. (S/N 0818-00061). @ Item 275 C 55.102: K 55 


30579 National Weather Service & cooperative upper air stations. July 1972. [12] 
p. il. oblong 8° + 0 55.102: Up 6 


30580 National Weather Service and water management. [1973.] 16 p. il. 4° 
({NOAA/PA-71004.]) * Paper, 40c. © Item 275 C 55.102: W 29 


30581 Numerical weather prediction activities, National Meteorological Center, 
second half 1971. Feb. 1972. cover title, iii+48 p. il. 4° [Issued with 
perforations.] ft C 55.115 : 971-2 


NAVAL FACILITIES ENGINEERING COMMAND, Defense Dept. 
Washington, DC 20360 


Design manual DM (series). [Issued with perforations. ] 


30582 50. Cumulative index. Revised edition Mar. 1973. [289] p.4¢° (NAVFAC DM-50.) 
Supersedes NAVFAC DM-50, Mar. 1971. Includes transmittal sheet dated 

pr. 1973. Issued with perforations.] * Paper, $3.10 (S/N 0850-00107). 
@ Item 418-A 209.14/2 : 50 3 


NAVAL OBSERVATORY, Defense Dept. 
Washington, DC 20350 


80583 Astronomical papers prepared for use of American ephemeris and nautical 
almanac: y. 21, pt. 2, Determination of mass of Jupiter from study of 
motion of 57 Mnemosyne [with list of references; by Alan D. Fiala]. 
1972. [1]+51-168 p. il. 4° * Paper, $1.75. @ Item 396 
L.O. card 78-601944 D 218.9: 21/pt.2 
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GovERNMENT PUBLICATIONS 


NAVAL OCEANOGRAPHIC OFFICE, Defense Dept. 
Washington, DC 20390 


Technical report. 

233. Synthetic bathymetric profiling otem (SYNBAPS) [with a ee 71 
by] Roger J. Vanwychkhouse. May 1973. cover title, [152] p. il. Ky [ Ab- 
stract on p. 2 of cover. ONR LRAPP contract N00014—72- “sa 

D208. 26 : 233 


NAVAL OPERATIONS OFFICE, Defense Dept. 
Washington, DC 20390 


Excerpts from 35 mm slide presentation by Office of Chief of Naval 
Operations. 


30585 Soviet sea power presence, [1971.] [6] p. il. narrow 8° + @ Item 400-B 
D 207.14: S08 


NAVAL PERSONNEL BUREAU, Defense Dept. 
Washington, DC 20390 


30586 Bureau of Naval Personnel manual, Change 7/73. Apr. 13, 1973. [180] p. 
4° (BUPERSMAN, NAVPERS 15791B.) [Issued with perforations.] 
* Paper, $14.00 (including basic manual and supplementary material for 
an indefinite period); $3.50 additional for foreign mailing. @ Item 
403-A D 208.6/2 : 969/ch.7/73 


Manual of Navy enlisted classifications. July 1973. [281] p.4° (NAVPERS 
15105-Y.) [Issued with perforations.] tf @ Item 403-A 
D 208.6/3 : C 56/973-2 


30588 U.S. Navy uniform regulations, 1969, Change 4. [1973.] [14] p. il. 4° [Is- 
sued with perforations.] * Paper, 25c. @ Item 406 
D 208.6 : Un 3/969/ch.4 


NAVAL RESEARCH O”"FICE, Defense Dept. 
Washington, DC 20390 


NRL reports. (Naval Research Laboratory.) D 210.8: (nos. ) 


30589 7460. Review of plane-stress fracture mechanics parameter Ke determined using 
center-cracked tension specimen [with list of references; by] A. 
Sullivan and C. N. Freed. Dec. 29, 1972. cover title, ili+48 p. il. 4° 
[NRL problems M01-24 and M01-28; project WR 022-01-01.]  Pa- 
per, $3.00. 

30590 512. Measurements of distribution and volume of sea-surface oil spills using 

multifrequency microwave radiometry [with list of references ; by] J. P. 
Hollinger and R. A. Mennella. June 5, 1973. cover title, i+12 p. il. 4° 
{NRL problem G01-—08, project DOT/USCG 2-21881.] *® Paper, $3.00. 
30591 > a = return, Fa II [with list ¢< references ; by] J. C. Daley, J. T. 
e, jr., and W. T. Davis. Feb. 1973. cover title, 1i+18 p. il. 4° 
{NEL problem RO7T-—02 ; project wk 0-01 67.] @Paper, $3.00. 
80592 . Tensor manipulations in complex coordinates with am lications to me- 
chanics of materials [with list of references; by] P. W. Mast. May 18, 
1973. cover title, v+26 p. il. 4° [NRL Se F01-04.101, project 
RR00S—03-45-—-5451.] Paper, $3.00 (AD 761994) 

30592 549. ss ey of hydrocarbon fuels: pt. 4 Significance of flash 
oint as an indicator of a, hazard of hydrocarbon fuels [with 
ist of references ; by] W. Affens, G. W. McLaren, and H. W. Carhart. 

Mar. 6, 1973. cover title, thi to p. il. 4° i problem C01-03, project 
SR o2k-02-0161 2457.] @ Paper, $3.00 ( 758643). 
. Photonuclear activation analysis with Ge(Li) detectors, compilation [with 
list of ri tat by] M. Blaine Toms. . 20, 1973. cover title, 11+ 120 
4° [NR 1, problem HO01-09 ; project RR 002-06—41-5005. ] '® Paper, 
3.00 (AD 75765 
. Explanatory notes on W. H. Zachariasen’s Theory of X-ray diffraction in 
ideal crystals [with list of ae th ioe Mohammad temi. ry 19, 
1978. cover title, v+68 p. fl. 4° problem P04—04.] Pa 
$3.00 (AD 760679). 
° 4 -¥ activation aneiyse with Ge(Li) detectors: Compilation 2 
Ny of serene 5 by] M. Blaine ms. May 9, 1973. cover title, 
061 tab. (NRL roblem H01-09; project 002—06—41-5005. ] 
> , $8. 00 (ap P 
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NAVAL SHIP SYSTEMS COMMAND, Defense Dept. 
Washington, DC 20350 


30597 NAVSHIPS Display illumination design guide: sec. 1, Introduction to 
light and color [with bibliographies]; by George K. C. Hardesty, and 
Theodore H. Projector. Feb. 1973. [456] p. il. 4° [Prepared under con- 
tract N00600-71-C1187 for Naval Ship Research and Development Cen- 
ter, Annapolis Laboratory. This is draft of publication being proposed. ] 
* Paper, $4.20 (S/N 0582-00028). @ Item 412-B 

D 211.6/2: D 68/sec.1 


NAVAL TRAINING COMMAND, Naval Air Station 
Pensacola, FL 32508 


Nors.—The Naval Training Command was established July 1, 1972, and operates 
under the direction of Chief of Naval Operations. 
Rate training manual. 
30598 Personnelman 3 & 2; [prepared by Naval Training Publications Detachment]. 


[Revised 1972.] [1973.] i1i+403 p. il. 4° (NAVTRA te t @ Item 
404 D 207.208/2: P 43 


OCCUPATIONAL SAFETY AND HEALTH ADMINISTRATION, 
Labor Dept., Washington, DC 20210 


30599 Occupational safety and health: v. 2, Maritime standards and interpreta- 
tions. Oct. 1972 [published 1973]. [8]-+-vi+336 p. (Office of Standards; 
[OSHA 2078].) [Issued with perforations.] * Paper, $6.00 (including 
basic volume and supplementary material for an indefinite period) ; 
$1.50 for additional for foreign mailing. @ Item 766—D 
L 35.6/8-2 : 972 


PATENT OFFICE, Commerce Dept. 
Washington, DC 20231 


30600 General information concerning patents. Revised May 1973. [1973.] iii+43 
p. + @ Item 254 C 21.2: P 27/973 


POPULATION GROWTH AND THE AMERICAN FUTURE, 
COMMISSION ON, 726 Jackson Pl. NW. 
Washington, DC 20506 


Research report. 
30601 5. Population, distribution, and policy [with lists of references] ; ; edited by Sara 
Mills Mazie. [1972; published 1973.] xvi+719 p. il. 4° * Paper, $6. 15 (S/N 
5258-00006). @ Item 1089 
L.C. card 72—600127 Y 3.P 81: 9/5 


PRESIDENT OF UNITED STATES 
Washington, DC 20501 


30602 Federal advisory committees, first annual report of the President, Mar. 
1973. [1973.] cover title, [105] p. 4° * Paper, $1.25 (S/N 4101-00087). 
@ Item 848-C Pr 37.12: 973 


30603 White House Fellows. [1972.] cover title, [2]+23 p. il. oblong 12° [Presi- 
dent’s Commission on White House Fellows.] + Director, Commission 
on White House Fellows, the White House, Washington, D.C. 20500 
@ Item 851-J Pr 36.8: W 58/F/33/972-73 


PRISONS BUREAU, Justice Dept. 
Washington, DC 20537 


30604 Federal Prison Industries, Inc., Board of Directors annual report, 1972. 
[1972.] [2]+19 p. il. (Publication printed by vocational trainees at 
Marion, Illinois, Federal Penitentiary.) [Page 19 is p. 3 of cover. Some 
illustrations are colored.] f J 16.5: 972 
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GOVERNMENT PUBLICATIONS 


PUBLIC DOCUMENTS DEPARTMENT, Government Printing Office 
Washington, DC 20402 


Price list PL (series). + @ Item 554 GP 3.9: (nos. ) 

30605 10. Laws, rules and regulations, July 1973. 56th edition. [1973.] [4]+40 p. (S/N 
9900-1056) . 

30606 25. Transportation, ee roads, and postal service ; Aug. 1973. 54th edition. 
Aug. 1973. [4] +33 p. 

30607 36. Government A died. and subscription services; Aug. 1973. 150th edition. 
(1973.] [2] +39 p. 

30608 85. Defense, veterans affairs; July 1973. 13th edition. [1973.] [4]+59 p. (S/N 
9900-8513). 

30609 Public documents highlights. [Irregular.] ft GP 3.27 : (v.nos.& nos. ) 

v. 1, no. 1— May 1973— 


PUBLIC HEALTH SERVICE, Health, Education, and Welfare Dept. 
Washington, DC 20201 


Public Health Service bibliography series. 
30610 45. Bibliography on smoki and health, 1972. [May 1973.] cover title, [3] +314 
p. 4° ({[DHEW publication (HSM) 73-8719 ; Health Services and Mental 
Health Administration, National Clearinghouse for Smoking and Health.]) 
* Paper, $3.20. © Item 481-A HE 20.11 : 45/4 
30611 VD and you. [May 1973.] [6] p. il. narrow 8° ([DHEW publication 
(HSM) 73-8223.]) * Paper, 20c. @ Item 485 HE 20.2: v 55 


RADIATION PROGRAMS OFFICE, Environmenial Protection Agency 
Rockville, MD 20852 


EPA/ORP (series). 
30612 73-2. Environmental exposure to nonionizing radiation [with list of references], 
proceedin of annual meeting of American Public Health Association, 


Atlantic City, NJ. Nov. 14,°1972. May 1973. vii+136+[1] p. il. 4° 


@ Item 483-M EP 6.10/4 : 73-2 


RAILROAD RETIREMENT COMMISSION 
Washington, DC 


Nots.—The Commission was created by Public law 91-377, approved August 12, 
1970. By Public Law 92-46, the Commission was required to transmit to the 
President and the Congress its report, together with its recommendations, no later 
than July 1, 1972. 

30613 Railroad retirement system, analysis of its historical development, sta- 
tistical trends, structure, and adequacy: v. 2, of staff papers supporting 
report to the President and Congress by Commission on Railroad Retire- 
ment, Aug. 1972. [1972.] cover title, vi+583 p. il. * Paper, $3.45 (S/N 
5277-00003). @ Item 1089 Y¥ 3.R 13/3: 2 St 1/v.2 


RECLAMATION BUREAU, Interior Dept. 
Washington, DC 20240 


30614 Design of small dams [with bibliographies; prepared by engineers of 
Bureau of Reclamation]. 2d edition. 1973. xxxviii+816 p. il. 1 pl. 4° 
(Water Resources technical publication.) * Cloth, $12.65 (S/N 2408- 
0068). @ Item 660-B 
L.C. card 73-602371 I 27.19/2 : D 18/973 


REHABILITATION SERVICES ADMINISTRATION, Health, 
Education, and Welfare Dept., Washington, DC 20201 


30615 Caseload statistics, State vocational rehabilitation agencies [fiscal year] 
1972; prepared by Division of Monitoring and Program Analysis, Statis- 
tical Analysis and Systems Branch. [19738.] v-+32 p. il. 4° (SRS) 738- 
25046.) f HBP 17.111: 972 
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30623 
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30625 
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RURAL ELECTRIFICATION ADMINISTRATION, Agriculture Dept. 
Washington, DC 20250 


List of materials acceptable for use on telephone systems of REA bor- 
rowers, Jan. 1973, supp. 1. May 1973. [91] p. 4° (REA bulletin 344-2.) 
[Issued with perforations. ] * Paper, $7.00 (including basic manual and 
5 supplements) ; $1.75 for foreign mailing. @ Item 116—A 

A 68.6/5 : 973/supp.1 


SAFETY OFFICE, Transportation Dept. 
Washington, DC 20590 


Jnited States safety appliance standards and power brake requirements. 
Jan. 1973. [1]+iv+90 p. 22 pl. 12° * Paper, $3.10 (S/N 5006-00012). 
TD 3.106: Ap 5/973 


SECURITIES AND EXCHANGE COMMISSION 
Washington, DC 20549 


Address by William J. Casey, Chairman, Securities and Exchange Commis- 
sion, [at] American Bar Association, Section of Corporation, Banking 
and Business Law, San Francisco, Calif., Aug. 15, 1972. [1972.] [1]+17 
ae 3 SE 1.14: C 26/16 

Commission’s policy statement, progress report, address by William J. 


Casey, Chairman, Securities and Exchange Commission [at] Women’s 


Bond Club of New York, June 9, 1972. [1972.] [1]+-11 p. 4° 
SBE 1.14: C 26/14 


Disclosure, best protection for corporation as well as investor, address by 
William J. Casey, Chairman, Securities and Exchange Commission, to 
annual meeting, American Society of Corporate Secretaries, Vancouver, 
British Columbia, June 6, 1972. [1972.] [1]+7p.4° t SE1.14:C 26/13 

Enforcement activities of SEC, interim report, address by William J. Casey, 
Chairman, Securities and Exchange Commission, [at] North American 


Securities Administrators Association, Quebec, Canada, Sept. 11, 1972. 
[1972.] [1]+14p.4° f SE 1.14: C 26/17 


List of companies registered under Investment company act of 1940 as of 
June 1972; prepared by Division of Investment Company Regulation. 
[1973.] cover title, i+92p. 4° f SE 1.2: In 8/11/972 

Partnership between accounting profession and SEC, [address] by Wil- 
liam J. Casey, Chairman, Securities and Exchange Commission, [at] 
American Institute of Certified Public Accountants, Denver, Colo., Oct. 2, 
1972. [1972.] [1]+16 p. 4° ft SE 1.14: C 26/22 

Remarks on new proxy rules, address by William J. Casey, Chairman, 
Securities and Exchange Commission, [at] Corporate Law Conference, 
Washington, D.C., Sept. 21, 1972. [1972.] [1]+8 p. 4° ft 

SE 1.14: C 26/19 

Requirements of a national market in real estate securities, [address] by 
William J. Casey, Chairman, Securities and Exchange Commission, [at] 
4th National Real Estate Conference & Exposition, New York City, 
[N.Y.], Sept. 28, 1972. [1972.] [1]+18 p.4° f SE 1.14: C 26/20 

Research in changing structure and economics of securities markets, ad- 
dress by William J. Casey, Chairman, Securities and Exchange Commis- 
sion, [at] Financial Analysis Federation, New York, N.Y., May 22, 1972. 
(1972.] [1]+14p.4° ¢ SE 1.14: C 26/12 


27 Ruminations and action on enforcement, address by William J. Casey, 


Chairman, Securities and Exchange Commission, [at] New York Law 
Journal Enforcement Conference, New York, N.Y., Sept. 29, 1972. [1972.] 
[1]+24 p.4° ¢t SE 1.14: C 26/21 
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30632 


30633 


30634 


30635 


30636 


30637 


30638 


GOVERNMENT PUBLICATIONS 


SEC disclosure system, real estate and oil and gas, address by William J. 
Casey, Chairman, Securities and ate ha Commission, [at] Texas Bar 
Association, Houston, Tex., July 6, 1972. [1972.] [1]+17 p. 4° 

SE 1.14: C 26/15 

Where are we going? address by William J. Casey, Chairman, Securities 
and Exchange Commission, [at] Economic Club of Detroit, Detroit, 
Sept. 18, 1972. [1972.] [1]+12p.4° ft SE 1.14: C 26/18 


SMALL BUSINESS ADMINISTRATION 
Washingion, DC 20416 


Small business administration publications: Free management assistance 
publications. May 1973. [4] p. 4° (SBA 115A.) + © Item 901-N 
SBA 1.18: 973 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


Smithsonian contributions to botany. 
i2. Introduction to botanical type specimen register [with bibliography; by] 
Stanwyn G. Shetler [and others]. 1973. v+186 p. il. 4° * Paper, $2.85. 
@ Item 910-B 
L.C. ecard 72—11706 $1 1.20: 12 
Smithsonian contributions to paleobiology. 
18. Stratigraphy and preliminary biostratigraphy of Flagstaff Rim area, Natrona 
County, Wyoming [with list of literature cited; by] Robert J. Emry. 1973. 
iv+43 p.il. l pl. 4° * Paper, 95c. @ Item 910-G 
L.C. card 72—13884 $1 1.30:18 
Smithsonian contributions to zoology. 


143. Bibliography and zoological taxa of Paul Bartsch [with list of literature 
cited ; by] Florence A. Ruhoff ; with biographical sketch by Harald Rehder. 
1973. v+166 p. 4° * Paper, $2.85. @ Item 910—D 
L.C. card 72—10454 SI 1.27: 143 


SOCIAL SECURITY ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 


Health insurance statistics: HI (series). (Office of Research and Sta- 
tistics. ) 

47. Medicare, public assistance cones in supplementary medical insurance 

program, 1969; by Paula A. Piro. July 5, 1973. 17 p. 4° Bl yyy = 

(SSA) 73-11762.) + HE 3.28/5 : 47 

Size and shape of medical care dollar, chart book [with list of references]. 

1972 [published 1973]. 36 p. il. oblong 24° (DHEW publication (SSA) 

73-11910 ; Office of Research and Statistics.) * Paper, 35c. (S/N 1770- 

00222). @ Item 516 HE 3.2: M 46/8/972 


SSI (series). 
44. Your social security earnings record. [June 1973.} 18 p. 24° (pes W pub- 
lication (SSA) 73-10044].) t @ Item 523-B HE 3.52 : 44/6 


SOIL CONSERVATION SERVICE, Agriculture Dept. 
Washington, DC 20250 


American environment, home study course [with bibliographies]. Apr. 
1971, revised Jan. 1973. [1973.] [1]+xiii+153 p. il. 4° [Prepared for 
employees of Soil Conservation Service to assist them in increasing their 
knowledge and understanding of environment. Includes 16 dividers 
printed with numbers and titles of course units.] + @ Item 120 

A 57.2: En 8 


Soil survey: Caddo County, Okla. [with list of literature cited; by Ham- 
ilton H. Moffatt]. Apr. 1973. cover title, i+-70 p. il. 121 p. of pl. and 
maps, 4° [Prepared in cooperation with Oklahoma Agricultural Ex- 
periment Station. Text on p. 2 of cover. One map is colored.] * Paper, 
$6.60. @ Item 102 (Rev. 1957) 

L.C. card 73-602429 A 57.38: C 11/2 
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30639 ~—_ Ouachita County, Ark. [with list of literature cited; by Vernon R. 
Catlett]. May 1973. [1]+62 p. il. 66 p. of pl. and maps, 4° [Prepared 
in cooperation with Arkansas Agricultural Experiment Station. Text on 
p. 2 of cover. One map is colored.] * Paper, $4.10. @ Item 102 (Rev. 
1957 ) 

L.C. card 73-602343 A 57.38: Ou 1/2 


SPORT FISHERIES AND WILDLIFE BUREAU, Interior Dept. 
Washington, DC 20240 


30640 Annual report, [fiscal year] 1972, Division of Wildlife Services, Region 4, 
Atlanta, Ga. [1973.] [1]+18 leaves, 4° 7 I 49.1/4: 972 


Resource publication. 
30641 113. Second report to fish farmers, status of warmwater fish farming and prog- 
ress in fish farming research [with bibliography] ; edited by Fred P. Meyer, 
Kermit E. Sneed, and Paul T. Eschmeyer. June 1973. iv+123 p. il. 
* Paper, $2.10 (S/N 2410-00346). @ Item 613-B 
L.C. card 73-602290 1 49.66: 113 


STATE DEPARTMENT 
Washington, DC 20520 


Background note. ( [Office of Media Services, Bureau of Public Affairs.] ) 
[Issued with perforations.] * Paper, $14.50 per yr., $3.65 additional for 

foreign mailing ; single copies, each 20c. @ Item 862-B 
30642 Trinidad and Tobago [with reading list]. [Revised May 1973.] ae, 1973. 4 p. il. 
4° ([{Publication 8306.]) .123:T 737973 


Department and foreign service series. @ Item 863 S 1.69: (nos. ) 
30643 126. Biographic register [Department of State, U.S. Mission to United Nations 
Agency for International Development, Action (Peace ane U.S. Arms 
Control and Disarmament A gency, U.S. Information Agency, Foreign Agri- 
cultural Service, Overseas Private Investment Corporation] July 1973, 
revised as of June 30, 1973; [compiled by Office of Operations, tc 
and Reproduction Services Division ]. [Revised July 1973.] [1973.] vi+42 
p. 4° (Publication 7722. * Paper, $4.50. 
30644 27. You and your passport. [Revised Apr. 1973.] [1973.] [16] p. narrow 12° 
({ Publication 7728]; Passport Office.) * Paper, 20c. (S/N 4400-01480). 
30645 Foreign relations of United States, 1948; v. 7, Far East: China. 1973. vi 
+887 p. ([ Publication 8678, Historical Office, Bureau of Public Affairs.] ) 
[Also issued as H. doc. 381, v. 7, Slst Cong., Ist sess.] * Cloth, $6.50 
(S/N 4400-01463). @ Item 872 S 1.1: 948/v.7 


General foreign policy series. @ Item 875 S 1.71: (nos. ) 
30646 263. Youth travel abroad, what to know before you go. [Revised June 1973.] 
1973.] 20 p. il. narrow 12° [Table of contents on p. 2 and text on p. 3 
of cover.] * Paper, 30c. (S/N 4400-0184). 
30647 279. World Wildlife Conference efforts to save endangered species. [June 1973.] 
{[1}+30 p. 4° ([Publication 8729; Office of Media Services, Bureau of 
Public Affairs.]) [Reprinted from Department of State Bulletin, May 14, 
1973.) * Paper, 50c. (S/N 4400-01486). 
L.C. card 73-602344 
Inter-American series. 
30648 104. Current foreign policy : Realities of Western hemisphere. [July 1973.] 6 p. 4° 
({Publication 8727, Bureau of Public Affairs, Office of Media Services.]) 
{Based on statement made by Secretary of State William P. Rogers before 
General Assembly of Organization of American States, Washington, D.C., 
Apr. 6, 1973.] * Paper, 20c. @ Item 877 8 1.26: 104 
International boundary study. (Geographer [Directorate for Functional 
Research], Bureau of Intelligence and Research.) tft 8S 1.119/3:(nos.) 
30649 36. Guinea-Sierra Leone boundary [with list of documents]. July 2, 1973. cover 
title, [3]+13 p. il. 4° 
30650 38. Ghana-Ivory Coast boundary [with list of documents]. July 16, 1973. cover 
title, [1] +16 p. map, 4° 
30651 Russian, active introduction; [by] Nina De la Cruz [and] R. A. C. Goodi- 
son. 1973. xxix+138 p. il. 4° (Foreign Service Institute.) * Paper, 
$2.10. @ Item 872—-A 
L.C. card 73-602523 $ 1.114/2: R92 
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GovERNMENT PvuBLICATIONS 


Treaties and other international acts series. * Paper, $27.00 a yr. (approx- 
imately 150 issues), $6.75 additional for foreign mailing; single copies 
vary in price. (Issues of $1.00 or more are not furnished as part of the 
subscription). @ Item 899 S 9.10: (nos. ) 
7591. Trade in wool and man-made fiber textile products, agreement between 

United States and Republic of China, adding annex to sgreement B 
Dec. 30, 1971, as amended, effected by exchange of notes, si 
ington Mar. 22, 1973; [entered into force Mar. 22, 1973]. “fies. Tt 21 
+3p. * Paper, 15c 

30653 7612. Finance, final settlement of obligations under postwar economic assistance 
agreement and certain agricultural commodity agreements understanding 
between United States and Japan, effected by exchange of notes signed 
Washington Apr. 30, 1973, [entered into force Apr. 30, 1973]. [1973.] 
{[21+3p. * Paper, 15c. 


SYSTEMS RESEARCH AND DEVELOPMENT SERVICE, 
Transportation Dept., Washington, DC 20553 


FAA-.tD (series). & Paper, each, $3.00. TD 4.509 : (nos. ) 
30654 72-98. TACAN-—DMDBD false distance lock-on, final report; by George Hartranft, 
Matthew Naimo, Harold Postel. Feb. 1973. cover title, [67] p. il. 4° 
[Prepared by National Aviation Facilities, Experimental Center, Atlan- 
tic City, N.J. under project 041-306—05X. ] 


30655 72-121. Square wave VOR tests, — Pe S by co A. Dvorsky. Feb. 1973. 
cover title, vili+101 p. il. _ spore’ by National Aviation Fa- 
cilities, Experimental “4, Atlantic City, N.J. under project 043- 
309-02X. ] 


TARIFF COMMISSION 
Washington, DC 20436 


30656 Footwear for men: Koss Shoe Co., Inc., Auburn, Maine, report to the 
President on worker investigation TEA—W-197 under sec. 301(c) (2) of 
Trade expansion act of 1962. June 1973. [3] -+6+A-35 p. il. 4° (TC pub- 
lication 589.) f TC 1.2: F 73/17 


Stetson plant, South Weymouth, Mass., of Kayser-Roth Shoes Division of 
Kayser-Roth Corp., New York, N.Y., report to the President on worker 
investigation TEA—W-195 under sec. 301(c) (2) of Trade expansion act 
of 1962. June 1973. [3] +-7+A-—24 p. 4° (TC publication 586.) 7+ 

TO 1.2: F 73/16 


30658 Footwear for women. Regina Footwear, Inc., Brooklyn, N.Y., report to the 
President on firm investigation TEA—F-52 under sec. 301(¢) (1) of Trade 
expansion act of 1962. June 1978. [8]+7+A-51 p. 4" ¢ TC1.2: F73/18 


30659 1972 annual report of Tariff Commission, fiscal year. 1973. v+33 p. il. 4° 
({TC publication 536.]) [Also issued as H. doc. 26, 98d Cong., 1st sess.] 
* Paper, 65c. (S/N 4900-00031). ©@ Item 977 TC 1.1: 972 
30660 Synthetic organic chemicals, United States production and sales of mis- 


cellaneous chemicals, 1971, preliminary. July 1973. cover title, [1]+43 
p. 4 f TO 1.83/2: C 42/971 


TECHNOLOGY TRANSFER, Environmental Protection Agency 
Washington, DC 20460 


Nors.—DBstablished as part of Environmental Protection Agency in Sept. 1971. 
EPA Technology Transfer seminar publication: Upgrading metal-finishing 
facilities to reduce pollution. + EP 7.10: M 56/ (nos.) 
30661 1. In-process lution abatement [with list of references ; by Alan E. Olson and 
Sdward N. Hanf]. [July 1973.] cover title, 111+ 68 p. il. 4 
30662 2. Waste treatment [with list of references; by L. E. Lancy and R. L. Rice]. 
[July 1973.] cover title, 111+ 27 p. il. 4° rf Item 473-C-1 


—— Upgrading poultry-processing facilities to reduce pollution. ft 
@ Item 473-C-1 EP 7.10: P 86/ (nos. ) 


30063 1. In-process pollution abatement [with list of | by Richard H. Jones 
and others]. [July 1973.] cover title, ili+-28 p. il 
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30665 


30666 


30667 


30668 


30669 


30670 


30671 


OorosnER 1978 


2. Pretreatment of poultry ant | wastes [with bibliography; by A. J. Steffen 
and others}. [July 1973.] cover title, y+ 54 p. il. 4° 

3. Waste treatment ; te by Giffels Associates, Inc., Architects-Engineers- 
Planners, Detroit, Mich.]. [July 1973.] cover title, ili+48 p. il. 4° 


TENNESSEE VALLEY AUTHORITY 
Washington, DC 20444 


Bulletins. f Y 3.T 25 : 3/Y-—(nos.) 
Y-38. Producing & marketing catfish in Tennessee Valley, conference proceedings, 
June 30—July 1, 1971 [with of references]. [Nov. 1971.] 96 p. il. 4° 
[Sponsored by Division of Agricultural Development, Division of For- 
estry, Fisheries, and Wildlife velopment, Office of Tributary Develop- 
ment. Some illustrations are colored. ] 
L.C. card 72—-600510 


Financial statements for fiscal year ended June 30, 1972. [Aug. 25, 1972.] 
cover title, [1]+45 p. 4° f Y 3.T 25 : 1-2/972 


Forestry bulletin. (Division of Forestry, Fisheries, and Wildlife Develop- 
ment, Norris, Tenn.) 


161. Forest inventory statistics, Carter-Johnson County unit, northeast Tennes- 

see. [Mar. 1973.] cover title, [3] +19 p. ll. 4° [Map on p. 3 of cover.] 7 
Y 3.T 25 : 18/161 

National Fertilizer Development Center: Bulletins. f Y 3.T 25: 3— 2/Y- (nos.) 

Y-—44. Proceedings of workshop on methods of working with limited resource 
farmers, Feb. 9-11, 1972. [May 1972.] 125 p. il. 4° 

Y-48. Estim: ated world fertilizer production capacity as related to future demand ; 
{by B. A. Harre, T. P. Hignett, and D. L. McCune]. Aug. 1972. cover title, 
24° p. il. 4° [Prepared for Agency for International Development. Text 
on p. 2-3 of cover.) 

Y—49. Potential fertilizers for developing countries, improved urea, urea-phosphate 
rock, urea-ammonium sulfate, granulated rock phosphate, a 
superphosphate. [Sept. 1972.] 19 p. il. 4° [Prepared for Agency 
International Development. ] 


2 Tennessee Valley streams, their fish, bottom fauna, and aquatic habitat: 


30675 


30674 


30675 


30676 


30677 


30678 


Buffalo River drainage basin, Sept.-Oct. 1971 [with list of literature 
cited]. May 1973. cover title, [1]+6+ [11] p. il. 4° (Division of For- 
estry, Fisheries, and Wildlife Development.) ¢ Y3.T 25:41 B 86/971 


TREASURY DEPARTMENT 
Washington, DC 20220 


4th entitlement period allocations with adjustments for entitlement periods, 
1, 2 & 3. [1973.] [8]+xi+384 p. 4° (Office of Revenue Sharing.) 
* Paper, $3.70 (S/N 4800-00215). T12:En8 


Indian tribes, Alaskan native villages, payment listing by county, entitle- 
ment period 3, 4th payment. [July 6, 1973.] cover title, [7]+21 p. 4° 
(Office of Revenue Sharing.) * Paper, 50c. @ Item 925 

T 1.2: P 29/4/4th pay. 


UNITED STATES POSTAL SERVICE 
Washington, DC 20260 


Address by Murray Comarow, Senior Assistant Postmaster, General, Cus- 
tomer Services to regional conference of postal customers in New York 
City, May 9, 1973. [1978.] [7]+20p.4° + P 1.27: C 78/2 


[Commemorative stamp posters. ] 

Note.—Commemorative stamp posters, which will be issued irregularly, are avail- 
able on a subscription basis from the Superintendent of Documents, $3.00 a yr. ; 75c. 
additional for foreign mailing. 


8-cent, Lyndon B. Johnson en stamp, will be first issued ang, Oy 27, B+ at 


Austin, Tex. [1973.] 10.5 x 8 in. /2:3 63 
8-cent Robinson Jeffers commemorative stamp (American arts series}. om be first 
issued] Aug. 13, 1973, at Carmel, Calif. [1973.] 10.5 x 8 in. 1.26/2: J 35/2 


Mail services and how to use them. [June 1972.] [7] p. il. narrow 8° 
([Notice 122.]) + P1.2:M 28/10 
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UNITED STATES TRAVEL SERVICE, Commerce Dept. 
Washington, DC 20230 


Foreign visitor arrivals, 1962-72. Revised June 1978. [1978.] [8] p. 4° 
(Office of Research and Analysis.) ft © 47.2: V 82/6/962-72/rev. 


VETERANS ADMINISTRATION 
Washington, DC 20420 


[Information bulletin] IB (series). 


30680 15-11. a; programs, Department of Medicine and Surgery, status report 
June 1971 Fwith’ references and biblio ography]. [ Apr. eh {1]+vi 
+163 p. il. oblong 8° + © Item 986— 2: 15-11 


VA pamphlet. 
10-60. Careers in medical technology and related biological sciences in Veterans 
Administration hospitals and clinics. [Revi Apr. 1973.] [1973. 
p. il. 4° ¢t @ Item 988 VA 1.19 : 10-60/5 


WAGE AND HOUR DIVISION, Labor Dept. 
Washington, DC 20210 


30682 How to keep time and pay records under Fair labor standards act. Revised 
June 1978. [1973.] [2]+9 p. il. narrow 8° (WH publication 1185.) 7 
@ Item 777-B L 36.208 : T 48/973 


WATER PROGRAM OPERATIONS OFFICE, Environmental 
Protection Agency, Washington, DC 20460 


30683 Manpower requirements for waste water collection systems in cities and 
towns up to 150,000 in population [with bibliography]. June 1973. [1] 
+iii+119 p. 4° (Manpower Development Staff.) [Prepared by Center 
for Manpower Research and Training, North Carolina A&T State Uni- 
versity, Greensboro, N.C.; grant award T-900211.] + @ Item 607-C 

EP 2.8: M 31/2 


YOUTH DEVELOPMENT AND DELINQUENCY PREVENTION 
ADMINISTRATION, Health, Education, and Welfare Dept. 
Washington, DC 20201 


Challenge of youth service bureaus [with bibliography]. 1978. iv-+-41 p. il. 
(DHEW publication (SRS) 73-26024.) * Paper, 50c. (S/N 1766-00012). 
@ Item 5382-C-2 
L.O. card 73-602068 HB 17.802: ¥ 8/6 


*For Sale by Superintendent of Documents 
Distribution Made by Issuing Office 
tNot Available for Sale or Distribution 





Index 


MONTHLY CATALOG OCTOBER 1973 


Notr.—All publications are indexed by subjects currently in use with cross-refernces, if 
necessary, from all key words in the title. Title entries are used when the subject is not 
apparent in the given title. The name of the writer, reporter, editor, or compiler of the 
document is used when it appears in the publication. Serial publications are indexed from 
the series title, in addition to criteria mentioned above. 


A 


Abstracts, see subjects. 
Accelerators, virgen activation analy- 
sis with GE(Li) detectors, compilations, 
30594, 30596 
Access, see Availability. 
Accessibility, its use as evaluation criterion 
in testing and evaluating alternative 
transportation systems, 30213 
Accidents : 
communications, guidelines for emergency 
medical services, 30495 

Emergency medical services systems act, 
report, 29874 

pipeline accident NTSB-—PAR 
series, 30567-568 

see also Airc 
dents—Mine accidents—Motor 
accidents—Railroad accidents 
of life. 
Accountants, partnership 
ing profession and S 
Accounts and accounting: 
better management needed in civil agen- 
cies over selection of in-house or con- 
tract performance of support activities, 
GAO report, 30253 

financial accounting, classifications and 
standard terminology for local and State 
school systems, 30139 

Achievement Place, model for delinquency 
treatment, 30504 

Achievements 1972, Federal incentive awards 
program, Civil Service Commission, 29803 

Acidosis, Bohr effect alteration important in 
ge 7 acidosis in chronic hypercap- 
nia, 

Acoustics, see Noise. 

Acquisition, see Valuation. 

Acreage allotments, see names of products. 

Action : 

Action pamphlets, 29592—593 

Active Corps of Executives, one part of 
Action, 29594 

frat 180 a register, 3064 

first 1 gore of ROTION, 29595 

flyers, 29 

1972 + report, 29596 

operation of all domestic volunteer pro- 
rams, authorize, report, 29889 

SCORE, Service Corps of Retired Execu- 
tives, one part of Action, counselor’s 
guidebook, 592 

Service Corps of Retired Executives, one 
art of ACTION, 29593 

U.S. foreign aid to education : Does Brazil 
need it? GAO report, 30267 

Activation analysis, see Radioactivation 
analysis. 

Active gg . Pxecutives, 
ACTIO 

Acts of + so Mat a Law. 

Adaptations, adaptation to dispiaced hear- 
ing, non-proprioceptive change, 30407 


report, 

Marine acci- 
vehicle 
Safety 


between account- 
(address), 30623 


one part of 


Do not order from index; see indicated entry 





Additives, flow augmenting effects of addi- 
tives on open channel flows, 189 
Addresses, lectures, etc. : 


Brimmer, Andrew F., 30227 

Bucher, Jeffrey M., 30226 

Casey, William J., 30618—621, 30623-629 
Comarow, Murray, 30675 

Dent, iy B., 29816 

Marland, ~~ "30137, 30149, 30154- 


Administration, see Administrative manage- 
ment. 
Administrative Conference of United States, 
appropriations 1974, report, 29885 
Administrative management : 
field procedures in connection with re- 
ports on relocation activities, 30295 
management sciences training center 
catalog, 29810 
personnel management series, 29811 
procedures for implementation of memo- 
randum of understanding between HUD 
and GSA, 30298 
revolutionary activities directed toward 
administration of penal or correctional 
systems, hearings, 29921 
see also Management. 
Administrative Office of United 
Courts, annual report, 29598 
Adolescents, see Youth. 
Advertising, directory 
29817 


States 


of minority media, 
see also subjects. 

Advisory Commission on Intergovernmental 
Relations, appropriations 1974, report, 
29885 

Advisory Committee on Federal Pay, appro- 
priations 1974, report, 29885 

Advisory committees, first annual report of 
the President, 30602 

AEC, see Atomic Energy Commission. 

Aerodynamics, see Helicopters. 

Aeronautics, see Air Navigation. 

Aerospace industries, backlog of orders for 
aerospace companies, current industrial 
reports, 29755 

Affens, W. A., flammability properties of hy- 
drocarbon fuels, 30593 

Africa, investment laws of selected African 
countries, 30130 

Age: 

age and earnings by industry for U.S., 
supplementary report, 297138 

age at 1st marriage, 1970, census of popu- 
lation, 29709 

information and referral services, reaching 
out with community services, 29600 


29 
oversight on older Americans, hearing, 


29901 
rural rental housing, rural credit program, 
29633 


Page 77 





Inpex 


Aging: 
economics of aging, toward full share in 
abundance index to hearings and report, 
29998 
nutrition and aging, 
bibilography, 29601 
Research on aging act, 
Aging, Special Committee on, 
mittee prints, 29998—999 
Agricultural commodities, 
products. 
Agricultural credit, 
associations. 
Agricultural economics, 
Agricultural Marketing 
(series), 29602 
Agricultural policy, see Agriculture. 
Agricultural products: 
agricultural commodities, 
Japan, 30653 
consumer products by design, report on 
new foods, fabrics and materials from 
agricultural research, 29618 
food retailer and PACA, 29629 
marketing bulletins, 29624 
marketing research reports, 2962 
storing perishable foods in home, 
trading in commodity futures contracts 
on Chicago Board of Trade, 29626 
USDA standards for food and farm prod- 
ucts, list, 29621 
Agricultural Research 
29616 
Agricultural 
29614-615 
Agriculture : 
agricultural economic report, 29617 
agriculture handbook, 29620—621 
agriculture information bulletins, 2961S— 
29689 


619 
hearing, 


selected annotated 


1973, 2999 
Senate, com- 
Agricultural 


credit 


see 
see Production 


Agriculture. 
Service, AMS 


see 


agreement with 


5-626 
29623 


Center, welcome, 


Research Service, ARS series, 


1969, general reports, 
1974, relating to taking, 


census, 
census, 
30064 
extension of farm and related programs, 
hearings, 3000 
livestock, poultry, livestock 
products, 1969 census of 
29689 
U.S. foreign agricultural 
hearings, 30003 
welcome to Agricultural Research Center, 
29616 
Agriculture and Forestry 
ate: 
committee print, 30002 
hearings. 3000-1, 30003 
reports, 29959, 29992 
Agriculture Committee, 
hearings. 29892 
report, 29850 
Agriculture Department: 
appropriations, 1974, report, 29861 
marketing bulletins, 29624 
marketing research report, 29625-626 
miscellaneous publications, 29627-—628 
national heart, blood vessel, lung and blood 
program, program analysis, 30492 
PA [program aid] series, 29629—633 
Russian wheat sales and weaknesses in 
agriculture’s management of wheat ex- 
port subsidy program, GAO report, 30263 
statistical bulletins, 29634—635 
technical bulletins, 29636 
USDA standards for food and farm prod- 
ucts, list, 29621 
AIB series, 29618-619 
Alds to navigation, see Navigation. 
Air and Water Programs Office 
publications, AP series, 29637—638 
publications, APTD series, 29639-—650 
At ee” jet blast hazards, special study, 


and poultry 
agriculture, 


trade policy, 


Committee, Sen- 


House 


Air cured tobacco, see Tobacco. 

Air cushion vehicles, observations of surface 
effect vehicle performance, 30159 

Air ducts, see Pipes and pipe fittings. 
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Air flow, see Flow. 
Air Force: 
if you really want an education, educa- 
tional programs of Air Force, 29653 
readiness in Europe, GAO report, 30260 
travel regulations, 30120 
see also Military education 
Air Force Department : 
Air Force manuals, 29652 
reduced requirements for modular elec- 
tronic equipment for aircraft, GAO re- 
port, 30261 
Air Force Human Resources 
technical reports, 2 
Air navigation : 
sight reduction Sapte, 
clinations, 3012 
TACAN-—DME false distance lock-on, 30654 
Air pollution: 
air pollution impact methodology for air- 
ports, phase 1, 29646 
air quality standards study, authorization, 
report, 
analysis of regulatory aspects of fuel oil 
supply, 29645 
aspects of emission sources, pulp and 
paper industry, bibliography with ab- 
stracts, 2 8 
automobile gas turbine, optimum cycle se- 
lection study, final report, 29642 
background information for proposed new 
source performance standards, 29643 
chemist- go workshop, Jan. 15— 
19, 1973, 29683 
compilation of air pollutant emission fac- 
tors, 7 
technology, 


Laboratory, 


latitudes, and de- 


suggested 2-year post high 


school curriculum, 30152 

transportation controls to reduce motor ve- 
hicle emissions in Salt Lake City, Utah, 
29644 

see also names of individual types of pol- 
lution or pollutants. 

Air quality standards study authorization, 
29972 


Air Resources Laboratories, NOAA technical 
memorandum, ERL—ARL series, 30521 
Air safety, see Safety of life. 
Air traffic controllers, job attitudes, compari- 
son of 3 air traffic control specialties, 29685 
Air warfare, U.S. air operations in Cambodia, 
Apr. 1973, subcommittee report, 30032 
Aircraft : 
aircraft microwave measurement of ice in 
Beaufort Sea, 1971, some preliminary 
results, 30528 
aircraft noise impact, planning guidelines 
for local agencies, 30293 
as instrument of self destruction, 29686 
Coast Guard, 1974, authorization for pro- 
curement, law, 2982 
design of landing-mat-surfaced airfields for 
operation of C—5A aircrafts, 30167 
military, transportation of dangerous ma- 
terials, packaging and handling, Air 
Force manual, 29652 
point and path performance of light air- 
craft, review and analysis, 30452 
reduced requirements for modular elec- 
tronic equipment for aircraft, GAO re- 
port, 30261 
STOL ride control feasibility study, 30453 
Aircraft accidents: 
jet blast hazards, special study, 30566 
NTSB-—AAR series, 30559 
Airfields, see Airports. 
Airframe mechanics, 
sons). 
Airframes, airframe and powerplant me- 
chanics certification guide, 30210 
Airmen, analysis difficulty of jobs performed 
by first-term airmen in 11 career ladders, 
29651 


see Mechanics (per- 


Do not order from index; see indicated entry 





Ocroser 1973 


Airports: 

air pollution impact methodology for air- 
ports, phase 1, 29646 

design of landing-mat-surfaced airfields for 
opertaion of C—5A aircraft, 30167 

systems approach to airfield pavements, 

Allerton Park conference proceedings, 
see also names of airports. 

Alabama : 
census of population, 1970, characteristics 

of population, 29697 
county business patterns, 29726 

Alaska : 

growth and survival of northern plants 
at low soil temperature, growth re- 
sponse, organic nutrients, and ammo- 
nium utilization, 30157 

Indian tribes, Alaskan native villages, pay- 
ment listings by county, entitlement pe- 
riod 3, 4th payment, 30674 

placer deposits, 30270 

Alaska Power Administration, public works 
appropriations, 1974, report, 29993 

Alcoholics, utilization of psychiatric facili- 
ties by persons diagnosed with alcohol dis- 
orders, United States, 30507 

Alcoholism, utilization of psychiatric facili- 
ties by persons diagnosed with alcohol dis- 
orders, United States, 30507 

Algeria, economic trends and their implica- 
tions for United States, 30316 

Algorithms, see Mathematics. 

Alkalies, investigation of alkaline phospha- 
tase activity in persons dealing with elec- 
tromagnetic emission generators of high, 
ultra-high and superhigh frequency, USSR 
study, 30357 

Alleys, see Streets. 

Allowances, see Pay, allowances, etc. 

Alloys, superlight structural alloys, 
study, 30363 
see also names of metals, ete. 

Alternating currents, see Electric currents. 

Alternatives to bilateral economic aid, 30023 

Alumina, methods for producing alumina 
from clay, evaluation of sulfurous acid- 
sulfuric acid process, 30435 

Aluminum : 
non-destructive testing of plated 

num/stainless steel joint, 29679 
tensile properties to 650° C and deforma- 

tion structures in precipitation-strength- 

ened titanium-aluminum alloy, 30460 

Aluminum oxides, see Alumina. 

AM series, 29684—686 

Ambulances, ambulances and other medical 
emergency vehicles, grants for acquisi- 
tions, report, 29874 

AMC, see Army Materiel Command. 

Amechitka Island, Alaska, geopiezomagnetic 
experiment resulting from Cannikin nu- 
clear explosion, 30541 

American environment, home study course, 
30637 

American Falls Dam, Upper Snake River 
project, Idaho replace under government 
or nongovernmental control, hearings, 
30040 

American nationals, see Citizens of United 
States. 

American 
30648 

American Revolution, see Revolution, 1775-— 


USSR 


alumi- 


republics, Inter-American series, 


83. 

American Revolution Bicentennial Commis- 
sion: 

American Revolution Bicentennial Symbol, 
guidelines for authorized usage, official 
graphics standards, 29654 

appropriations, 1974, report, 29861 

American Samoa, general information, 30305 
Ammonia, growth and survival of northern 
plants at low soil temperature, growth re- 
sponse, organic nutrients, and ammonium 
utilization, 30157 
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monites from Bastern Oregon, 30280 
AMS, see Agricultural Marketing Service. 
AMTRAK, see National Railroad Passenger 

Corporation. 

Anaerobes, identification and control of pet- 
rochemical pollutants inhibitory to anae- 
robic processes, 30180 

—. electro-analgesia, USSR study, 
30359 

Analysis, see names of substances analyzed 
or subjects. 

Analysis of regulatory aspects of fuel oil 
supply, 29645 

Anatomy, body measurements for sizing of 
girl's apparel, 30477 

Ando, Jumpei: 
nitrogen oxide 

Japan, 30196 
recent developments in desulfurization of 
fuel oil and waste gas in Japan, 30187 

Anesthesia, see Anesthetics. 

USSR study, 


abatement technology in 


Anesthetics electro-analgesia, 
30359 

Angles, theory of soil plasticity with indefi- 
nite angle of non-coaxiality, 30156 

Animal and Plant Health Inspection Service, 
APHIS series, 29655 

Animal waste, see Waste products. 

Animals: 
consumability of animals exposed to radi- 

ation in post attack situation, 29678 
pollution control costs and research prior- 
ities in animal slaughtering and proc- 
essing industries, 30499 
we want you to know about drugs for food- 
producing animals, 30244 

Annealing, annealing of thin magnetic films 
at high temperatures, USSR study, 30340 

Annett, John R., use of model output statis- 
tics (MOS) to estimate daily maximum 
temperatures, 30536 

Annuities : 

Railroad retirement act— 
annuities revise eligibility 
hearings, 30061 
— eligibility conditions, etc. report, 
see also Civil service pensions. 

Anobiidae, see Beetles. 

Antarctic regions, effects of extreme factors 
of Antarctica on sleep of polar expedition 
members, USSR study, 30356 

Anthracite, see Coal. 

Antifriction bearings, 
chinery). 

Antigens and antibodies, conference and 
workshop on cellular immune reactions to 
human tumor-associated antigens, 30478 

Antitrust laws, see Trusts (industrial). 

Apartment houses, deterrence of crime in and 
around residences, 30376 

APCL, see Atmospheric Physics and Chem- 
istry Laboratory. 

APHIS. see Animal 
spection Service. 

Apollo Project, see Project Apollo (man-in- 
space program). 

Apostle Islands National Lakeshore, general 
information, 30544 

Appalachian Regional Commission, public 
works appropriations, 1974, report, 29993 

Apparel, see Clothing. 

Appraisal, see Valuation. 

Appropriations : 
general Government matters, 

tinue, report, 29967 
legislative branch appropriation bill, 1974, 
report, 29991 
supplemental, 1973. report, 29866 

Appropriation Committee, House: 
hearings. 29893 
reports, 29861, 29866 

Appropriations Committee, Senate : 
hearings. 30004—6 
reports, 29963, 29967, 29991, 29993, 29995 


conditions, 


see Bearings (ma- 


and Plant Health In- 


1974, con- 
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Aqualung, vision through various scuba face- 
masks, 30409 
Aquatic life, Buffalo River drainage basin, 
Tennessee Valley streams, their fish, bot- 
tom fauna, and aquatic habitat, 30672 
Aqueous solutions : 
reactivity of hydroxyl radical in aqueous 
solutions, 30470 
sulfur dioxide emission control by hydro- 
gen sulfide reaction in aqueous solution, 
citrate system, 30443 
Architect of Capitol, Sgpeceetettons, 1974 
legislative, report, 29991 
Architecture : 
design and development of housing systems 
for Operation Breakthrough, phase 1, 
feedback, 30294 
design of small dams, 30614 
Arctic Ocean, lights and fog signals, 30124 
Area wage survey, see Wa 
Argon, radical species profiles for methane- 
oxygen-argon | ame, 30439 
Arizona : 
county business patterns, 29727 
geophysical studies in Yuma area, 30275 
radar echo distribution in Arizona during 
July and Aug., study, 30538 
Arkansas : 
census of population, 1970, characteristics 
of population, 29698 
county business patterns, 29728 
mineral industry, minerals yearbook chap- 
ter, 30422 
Arkansas Nuclear One, unit 1, Arkansas 
Power and Light Company fiche index for 
nuclear dockets, 29673 
Arkansas Power and Light Company, fiche 
index for nuclear dockets, Arkansas Nu- 
clear One, unit 1, 296738 
Arkansas River and Valley, determining 
rights and interests of Choctaw Nation, 
Chickasaw Nation, and Cherokee Nation in 
and to bed of Arkansas River below the 
Canadian Fork and to eastern boundary 
of Oklahoma, report, 29876 
ARL, see Air Resources Laboratories. 
Arlington, Va., railroad accident report, 
30570 
Armed Forces : 
Dependents assistance act, 1950, amend, 
report, 29957 
fraud and corruption in management of 
military club systems, 300% 
uniformed services, joint travel regula- 
tions, 30120 
Armed Services Committee, House : 
hearings, 29 
report, 29882 
Armed Services Committee, Senate: 
committee print, 30008 
hearings, 30007—7A 
report, 29957 
Armed services papers, 29894 
Army : 
Army recreation and travel guide, 29659 
travel regulations, 30120 
Army Air Mobility Research and Develop- 
ment Laboratory, technical reports, 29663 
Army Department: 
pamphlets, 29659-660 
technical manuals, 29662 
Army Materiel Command: 
AMC pamphlets, 29658 
AMC pebttcations and blank forms, index, 
Army National Guard, see National Guard. 
ARS, see Agricultural Research Service. 
Articles of Confederation, text, 29949 
Arts and the Humanities, National Founda- 
tion on the, see National Foundation on 
the Arts and Humanities. 
Asbestos : 
airborne asbestos fiber concentrations in 
asbestos mines and mills in United 
States, 30445 
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Asbestos—Continued 
national ua of sources and emis- 


sions, 
Asia : 
Southeast— 
American prisoners of war and missing 
in action, hearings, 29903 
peninsular, bibliographic survey, Burma, 
Cambodia, Laos, Thailand, 29660 
1.8. agreements with an assistance to 
free world forces in need improved 
reporting to Congress on their status, 
GAO report, 30266 
United States— 
and South Asia, Subcommittee report, 


29909 
interests in and policies toward South 
Asia hearings, 29910 
trade with communist areas, 30131 
Asparagus, canned, standards for grades, 


Asphalt, concrete plants, background infor- 
mation for propo new source perform- 
ance standards, 29643 
see also Roofing—Siding. 

Assault on freedom, 30048 

Assistance, see Public welfare. 

Astronomical papers prepared for use of 
Suen ephemeris and nautical almanac, 
80583 

Astronomy, Skylab experiments, physical 
science, solar astronomy, information for 
teachers, 30454 

Asymptotic solutions, see Mathematics. 

Atchison, Topeka and Santa Fe RR., Atchi- 
son, Topeka and Santa Fe passenger train 
no. 212 collision with Stillwater Milling 
Company motortruck near Collinsville, 
Okla., railroad/highway accident report, 
30571 

Atlantic Coast surface water tem 
and density North and South 
30516 

Atmosphere : 

LUIN, code for calculation of cosmic ray 
propagation in amosphere, 29675 

National Weather Service and cooperative 
upper air stations, 30579 

transport, deposition, and meteorological 
studies of nuclear debris in atmosphere, 


rature 
merica, 


Atmospheric electricity, cylindrical field mill 
system for measuring electric fields, de- 
— and instructional manual, 


Atmeapherts Physics and Chemistry Labora- 
tory, NOAA technical memorandum, ERL— 
APCL series, 30520 

Atomic aps 
act, amend, report 
military FB of co technology, 

29833 


Atak Energy Commission : 


and development reports, 
29664—683 
appropriations, 1974— 
authorization— 
hearings, 29832 
reports, 29848, 29890 
national heart, blood vessel, lung and 
blood program program analysis, 30492 
onportunity for AEC to ageeve its pro- 
cedures for making sure that containers 
used for transporting radioactive mate- 
rials are safe, GAO report, 30258 
public works egurepelations, 1974, report, 
29993 


Atomic Ene 
hearings, 
report, 29883 

Atomic warfare : 
checklist guide for nuclear emergency op- 

erations planning 
——— ty of animals exposed to radia- 
tion in post attack situation, 29678 


or Committee : 
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Attitude (inclination) : 
geostationary satellite position and atti- 
tude determination using picture land- 
marks, 30527 
Attitude (psychology) : 
job attitudes of air traffic controllers, com- 
parison of 8 air traffic control specialties, 
29685 


Attorney General, see Justice Department. 

Attorneys, see Lawyers. 

Auditing, see for audit reports, names of 
corporations, etc. 

Auditors, interagency training center bulle- 
tin 819 

Augers, auger analysis of oxygen and sulfur 
interactions with various metals and effect 
of sliding on these interactions, 30461 

Automated engineering document prepara- 
tion, system, 30121 

Automated overseas employment 
program, 30088 

Automatic data processing systems, see Elec- 
tronic data processing systems. 

Automatic macinery, see Robots. 

Automation : 
accuracy of automated temperature fore- 

casts for Philadelphia as related to sky 
condition and wind direction, 30531 
automated procedure for design to wing 
structures to satisfy strength and flutter 
requirements, 30456 
automation and Federal library commu- 
nity, report on survey, 30398 

Automobile accidents, see Motor vehicle ac- 
cidents. 

Automobile-truck collision followed by fire 
and explosion of a eargo on U.S. 
Highway 78, near Waco, Ga., highway ac- 
cident report, 30561 

Automobiles : 
automobile gas turbine, optimum cycle 

selection study, final report, 29642 
Federal item identification guide, 30092 
International Technical Conference on Ex- 

perimental Safety Vehicles, report, 

30498 
recent purchases of cars, houses and other 

durables and expectations to buy during 

months ahead, survey data, 29783 

Automotive vehicles, see Motor vehicles. 

Availability : 
controlled accessibility bibliography, 30476 
of information to Congress, 29911 

Aviators: 
aircraft as instrument of self destruction, 

29686 


referral 


greater use of flight simulators in military 
pilot training can lower costs and in- 
comeee pilot proficiency, GAO report, 


Awards (incentive), see Rewards (prizes, 
etc.). 2 


Background information for proposed new 
source performance standards, asphalt 
concrete plants, etc., 29643 

Background notes, 30642 

Badges, Federal item identification guide, 

30093 

age. bags, envelopes, and shipping sacks, 
‘ederal item identification guide, 30094 

ahamas, revision of genus Petalium Le- 

Conte in United States, Greater Antilles, 

and Bahamas (Coleoptera :Anobiidae), 

29636 

Baker, Byron A., correlations of phase- 
boundary = of condensate fluid 
systems with compositions modified by 
added butane, 30436 

Bakersfield, Calif., forecasting precipitation 
using pressure gradient vectors, 30539 

Ballast, segregated ballast VLCCs, economic 
and pollution abatement analysis, 30403 

Ballistics, ballistic design methods for solid- 
fuel missiles, USSR study, 30328 


B 
B 
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Bankers, bankers and the bank holding com- 
pany (remarks), 30226 
Banking, see Banks and banking. 
Banking and Currency Committee, House: 
hearing, 29895 
reports, 29858, 29870, 29873, 29888 
Banking, Housing, and Urban Affairs 
Committee, Senate: 
hearings, 30009-138 
reports, 29968, 29970 
Banks, Vera J., farm population estimates, 
1910-70, 29635 
Banks and banking: 
bankers and the bank holding company 
(remarks), 30226 
credit by banks for purpose of purchasing 
or carrying margin stocks, supplement, 


234 
monetary policy, savings flows, and avail- 
ability of housing finance (remarks), 
30227 
open market operations, 30228 
operating banking offices, 30211 
some problems of central banking, 30236 
see alao National banks. 
Bar, see Lawyers. 
Barker, Linda A., preprimary enrollment, 
30148 
Barker quadrangle, Little Belt Mountains, 
Mont. igneous rocks and related mineral 
deposits, 30279 
Barrett, Paul J., methods of producing 
alumina from clay, evaluation of sulfurous 
acid-sulfuric acid process, 30435 
Bars (metal, etc.) : 
metal bars, rods, wires, sheets, plates, and 
shapes, Federal item identification guide, 
30105 
Barson, George, lagoon performance and 
state of lagoon technology, 30178 
Bartsch, Paul, bibliography and zoological 
taxa of Paul Bartsch, with biographical 
sketch, 30633 
Basic properties of pavement components, 
30215 
Bathymetry, synthetic bethymetric profiling 
system (SYNBAPS), 30584 
Batteries, see Electric batteries. 
Battleships, disposal of naval vessels, 
port, 30008 
Bay Park, N.Y.: 
deep-well artificial-recharge experiments at 
8" Long Island, N.Y. (series), 


re- 


design and operation of artificial-recharge 
plant at Bay Park, N.Y., 30278 
Beams, see Concrete beams. 
Bearings (machinery) : 
bearing, antifriction, Federal item iden- 
tification guide, 30095 
Beaufort Sea, aircraft microwave measure- 
ment of ice, some preliminary results, 
30528 
Becoming a citizen series, 30302 
Beetles, revision of genus Petalim LeConte 
in United States, Greater Antilles, and 
Bahamas (Coleoptera :Anoblidae), 29636 
Bennett, Harold J., economic appraisal of 
supply of copper from primary domestic 
sources, 30415 
Benson, Manuel A., national study of stream- 
flow data-collection programs, 30287 
Benton, William, memorial addresses, 29821 
Bernstein, Blanche, income-tested social bene- 
fits in New York, adequacy, incentives, 
and equity, 29835 
Berquist, Russell R., 
sponse including 
stall effects, 29663 
Beryllium, national inventory of sources and 
emissions, 29648 
Bibliography : 
air pollution aspects of emission sources 
pulp and paper industry, 29638 
annotated bibliography of cunner, Tau- 
togolabrus adspersus (Walbaum), 30542 


helicopter gust re- 
unsteady aerodynamic 
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| 
bibliography and zoological taxa of Paul 


Bartsch, with biographical sketch, 30633 

Census Bureau methodological research, 
29688 

controlled accessibility to material in com- 
puter system, 30476 

hospital equipment, 30290 

methodological research, 1963-71, key word 
subject index, 29687 

monitoring, control and disposal of tri- 
tium, 29680 

multi-ethnic literature in high school, men- 
tal health tool, 30508 

nutrition and aging, 
bibliography, 29601 

peninsular southeast Asia, Burma, 
bodia, Laos, Thailand, 29660 

phosphorus removal, 30310 

public health serizs, 30610 

smoking and hea!th, 30610 

vocational education, state instructional 
materials for trade and industrial occu- 
pations, 30153 

water reuse, 30311 

Bicentennial commemorative coinage and 
construction of new mint buildings, 30009 

Bicentennial Commission, American Revolu- 
tion, see American Revolution Bicentennial 
Commission. 

Biological filters, see Filters and filtration. 

Biological sciences, see Biology. 

Biology, careers in medical technology and 
related biological sciences in Veterans Ad- 
ministration hospitals and clinics, 30681 

Biomedicine : 
biomedical equipment, global market sur- 

vey, 3 « 
human experimentation, 1973, quality of 
health cure, ethical, social and legal im- 
plications of advances in biomedical re- 
search and technology, hearings, 30060 
National biomedical research fellowship, 
and training act, report, 


selected annotated 


Cam- 


traineeship, 
29997 


Biosphere, ecological forecasting and optimiz- 
ing of biosphere, USSR study, 30362 

Bishop, Edward W., police traffic services 
supervisory level training program, student 
study guide, 30496 

Bituminous coals, see Coal. 

Black lung disease, see Pneumoconiosis. 

Black people (U.S8.), see Negroes. 

Blank forms, see Forms, blanks, etc. 

Blankennagel, Richard K., goohy sree? of 
eastern part of Pahute Mesa, Nevada test 
site, Nye County, Nev., 30274 

Blast, see Air blast. 

Blast effects, see Explosions. 

Blasting : 
active list of permissible explosives and 

saoeting devices approved before Dec. 31, 


fracturing in zone around blasthole, White 
Mich., 304380 

mine roof vibrations from underground 
blasts, Pilot Knob, Mo., 30437 

rock damage from small charge blasting 
in granite, 30429 

see also Explostv res. 

Blight, property taxes and urban blight, 
300389 
Blood : 

investigation of alkaline phosphatase ac- 
tivity in persons dealing with electro- 
magnetic emission generators of high, 
ultra-high and superhigh frequency, 
USSR study, 30357 

national heart, blood vessel, lung and blood 

program— 
bidod diseases panel, report, 30489 
blood resources panel, report, 30490 
National Heart and Lung Advisory 
Council, report, 30488 

program analysis, 30491492 
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Blood—Continued 

NHLI’s blood resource studies, su ply and 
use of Nation’s blood resource, LY 93 

Blood banks, national heart, blood vessel, 
lung and —ty blood resources 
panel, report, 3 

Blood pressure, get your blood as taken 
before your number’s u 

Blood transfusions, see B ood. 

Blood vessels : 
national heart, blood vessel, lung and blood 

program 
National Heart and Lung 
Council, report, 30488 
program analysis, 30491-492 

BLS, see Labor Statistics Bureau. 

Boards of trade, see Commodity exchanges. 

Body (human), see Anatomy. 

Body fluids, survey of analytical methods 
for determination of controlled drugs in 
body fluids, 30446 

Body measurements for sizing of girls’ ap- 

arel, 30477 
Bohr effect in chronic arperengta, 30408 
Biographic register, 3064 
oiling : 
compound type separation and characteri- 
zation studies for 370° to 535° C boiling 
distillate Iran, crude 
oil, 30441 

extended hydrodynamic theory of peak and 
minimum pool boiling heat fluxes, 30451 

Boiling water reactors, see Reactors 
(atomic). 

Bonding of materials, electric terminations, 
welded, brazed, bonded, 29666 

Bonds, see Savings bonds. 

Bones, involvement of CO, and calcium stores 
in decompression sickness and bone ne- 
crosis, 30412 

Bonneville Power Administration, public 
works appropriations, 1974, report, 29993 

Books, catalog of copyright entries, 30072 

Boots and shoes: 
footwear for men— 

Koss Shoe Co., Inc., Auburn, Maine, 
Tariff Commission report, 30656 
Stetson plant, South Weymouth, Mass. of 
Kayser-Roth Shoes Division of Kay- 
ser-Roth Corp., New York, N.Y., Tariff 
Commission report, 30657 
footwear for women, Regina Footwear, 
Ine., Brooklyn, N.Y., Tariff Commission 
report, 30658 
footwear production by manufacturers’ 
selling price, 1972, current industrial re- 
ports, 29762 

Border Patrol, Immigration and Naturaliza- 
tion Service, origin and work, 30500 

Boston, Mass.. census of housing, 1970, com- 
ponents of inventory change, 29690 

Botanic Garden, appropriations, 1974 legisla- 
tive, report, 2 1 

Botany : 
introduction to botanical type specimen 

register, 30631 
Smithsonian contributions to botany, 30631 

Bottles, plastics, summary for 1972, current 
industrial reports, 29769 

Boundaries : 
international boundary study, 30649-—650 
1972 boundary and annexation survey, 


Advisory 


of Gach Saran, 


86 
studies— 
Ghana-Ivory Coast, 30650 
Guinea-Sierra Leone, 30649 
Bower, Eli M., teachers talk about their 
feelings, 30509 
Brackets, Federal item identification guide, 
30096 
Brackish water, see Water. 
Brady, B. T., strengthening of fractured rock 
pillers by use of small radial reinforce- 
ment pressures, 30432 
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Brakes : 
commercial motor vehicle braking, special 
study, 30573 
power brake requirements, United States 
safety appliance standards, 30617 
Brass, brass or bronze ingot production 
plants, background information for pro- 
posed new source performance standards, 


29643 
Brassieres, girdles, and allied garments, cur- 
rent industrial reports, 297 
Brazil, U.S. forei; aid to education, does 
Brazil need it? GAO report, 30267 
Brazing, see Solder and soldering. 
Brazos River : 
origin and management of salt springs 
and seeps in upper Brazos River basin, 
Tex. (series), 30283 
recognition of natural brine by electrical 
soundings near Salt Fork of Brazos 
River, Kent and Stonewall Counties, 
Tex., 30283 
Breathing, see Respiration. 
Breathing apparatus, see Respiratory equip- 


ment. 

Briggs, Joseph, military engineering appli- 
eations of commercial explosives, introduc- 
tion, 30168 

Brimmer, Andrew F., remarks, July 23, 1973, 
30227 


Brines : 

recognition of natural brine by electrical 
soundings near Salt Fork of Brazos 
River, ent and Stonewall Counties, 
Tex., 30283 

recondition and reuse of organically con- 
taminated waste sodium chloride brines, 
g 2 

Broadcasting, see Television. 

Brobst, Donald A., X-ray mineralogy of 
Parachute Creek Member, Green River for- 
mation, in northern Piceance Creek basin, 
Colo., 30282 

Broderick, Grace N., mineral industry of 
Arkansas, 30422 

Brokers, credit regulations, supplement, 
30233 

Bromides, see Methyl bromides. 

Bronze, brass or bronze ingot production 
plants, background information for pro- 
posed new source performance standards, 
29643 

Brown. Don N., design of landing-mat-sur- 
faced airfields for operation of C-5A air- 
crafts, 30167 

Bucher, Jeffrey M., remarks, June 23, 1973, 
3022 


Buckley, Donald H., auger analysis of oxygen 
and sulfur interactions with various metals 
and effect of sliding on these interactions, 
30461 


Budget of United States: 
improving congressional control of budget, 
+ vasimmean 30035 


hearings, 30004 
status, scorekeeping reports, 29947—948 

Buffalo River, drainage basin, Tennessee Val- 
ley streams, their fish. bottom fauna, and 
aquatic habitat, 30672 

Bulletins, see names of departments, 
issuing bulletins—also subjects. 

Bullis. W. Murray, methods of measurement 
for semiconductor materials, process con- 
trol, and devices, 30475 

Bullock. F. J., survey of analytical methods 
for determination of controlled drugs in 
body fluids, 30446 

Buoys, applications of remote sensing tech- 
niques to buoy-based environmental data 
gathering. 30526 

Burial. veterans’ burial benefits, study, 30071 

Burley tobacco, see Tobacco. 

Burma, bibliographic survey of literature, 
29660 


etc., 
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——- determination for fast reactor fuels, 
29681 


Buses, see Motorbuses. 
Bush, Anna-Mary, reduction of photographic 
plate measurements for satellite triangu- 
lation, 30543 
Business : 
contracts with foreign firms should be 
priced in local currency, GAO report, 
30254 

county business CBP series, 
29726-75 

SCORE Service Corps of Retired Execu- 
tives, one pest of Action, counselor’s 
guidebook, 29592 

Butanes, correlations of goose SounGuey 
pressure of condensate fluid systems wit 
compositions modified by added butane, 
30426 

Buttons, Federal item identification guide, 
30093 


patterns, 


Buying, see Purchasing. 
Cc 


Cables, see Electric cables. 
Caddo County, Okla., soil survey report, 
30638 


Cadmium, national inventory of sources and 
emissions, 29639 
Cadmium telluride, cadmium telluride detec- 
tors, 2d interim technical report, 72 
Calcium, involvement of CO, and calcium 
stores in decompression sickness, 30412 
Calculations, see Numerical calculations. 
California, geophysical studies in Yuma area, 
i 
Se survey of literature, 29660 
prohibit use of any funds for combat 
activities by U.S. forces, report, 29866 
Thailand, Laos, Cambodia and Vietnam, 
Apr. 1973, military situation, facts and 
future prospects, 1 
United States— 
air operations in Cambodia, Apr. 1973, 
subcommittee report, 30032 
assistance, hearing, 30006 
policy and programs, hearings, 39908 
Canada-United States Interparliamentary 
Group, 15th meeting, Senate delegation 
report, 24 
Canal Zone Government, appropriation 1974, 
authorization, report, 29995 
Cancer, conference and workshop on cellular 
immune reactions to human tumor-associa- 
ted antigens, 30478 
Canned foods, see names and classes of foods 


canned. 

Capacitors, fixed, Federal item identification 
guide, 7 

Cape Hatteras, Texaco Oklahoma (SS), 
structural failure and sinking, marine 

casualty, report, 

Capillaries, optical measurement of capillary 
wave structure, 30540 

Capitol Reef National Park, Utah, general 
nformation, 30545 

Carbon, 11th biennial conference on carbon, 
extended abstracts, 29670 

Carbon dioxide, involvement of CO, and cal- 
cium stores in decompression sickness, 


30412 
Carbon dioxide acidosis, see Acidosis. 
Carbon monoxide, ionic and neutral reactions 
= _ discharges of He-SO,CO mixture, 


Card-gap and projectile impact sensitivity 
measurements, compilation, 30418 
see Occupations—also types of 


3 
Cambod 
biblio 


Careers, 
careers. 

Carriers, see Water carriers. 

Cars, see Automobiles. 

Carter County, Tenn., forest inventory sta- 
tistics, Carter-Johnson County Unit, north- 
east Tennessee, 30668 
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Cartesian coordinates, see Coordinates. 

Case, Forrest N., study of gamma induced 
low temperature oxidation of textile ef- 
fluents, 30193 

Case, J. E., regional geophysical investiga- 
tions in central Colorado Plateau, 30276 

Caseload statistics, state vocational rehabili- 
tation age neies, 30615 

Casey, William J. 
address 

May 22, 1972 
June 6, 1972, 30620 
June 9, 1972, 30619 
July ¢.. 1972, "30628 
Aug. 1972, 30618 
Sept. it, 1972, 30621 
Sept. 18, 1972, 30629 
Sept. Ss’ pst 30624 
Sept. : 30625 
3062 7 


30626 


ta, 
3062 
cataloging in 
30399400 


"197 2 
Cataloging, CIP 
progress report, 
Catalogs 
census re trospective 1968 
30554 


publication 


70 on microfiche, 


30552 


c hec klist of permanent collec tion, 

copyright entries, 

Federal domestic 
30401 


30072 
assistance, 1973 catalog, 


introduction to botanical specimen 
register, 30631 
management sciences training center cata- 
log, 29810 
National Library of Medicine, 
ulation, 30513 
Smokey Fear trading post, 
forest fires, Smokey Bear items, 
trade list catalog, 30321 
water resources research catalog, 
summaries and lists 
forming organizations, 
organizations, 30309 
Catfish, producing & marketing catfish in 
Tennessee Valley, conference proceedings, 
30666 
Catheters, surgical 
tubes, Federal item 
30114 
Catlett, Vernon R., soil survey of Ouachita 
County, Ark., 30639 
CEDDA, see Center for Experiment Design 
and Data Analysis. 
Cells, workshop on lung cell identification, 
isolation and culture, 30494 
see also Cancer. 
Cement, lime-cement 
tion, 30161 
Cemeteries, see National cemeteries. 
Census: 
agriculture, 1969, general reports, 29689 
agriculture, 1974, relating to taking, hear- 
ing, 30064 
census retrospective 1968 
fiche, catalog, 30554 
census use study, 29722—723 
housing, 1970 
components of inventory change, 29690— 
692 
subject reports, 29693--694 
livestock, poultry, livestock and poultry 
products, 1969 census of agriculture, 
29689 
population, 1970— 
characteristics of population, 29697—704 
industries and occupations, classified in- 
dex, 29705 
subject reports, 29706—710 
supplementary reports, 29711-718 
transportation, 1972, truck inventory and 
use survey, 29720—721 
Census Bureau : 
methodological research— 
key word subject index, 1963-71, 29687 
papers and reports, list, 29688 
United States maps GE—50 (series), 29789 


type 


annual cum- 


help prevent 
30248 


project 
of subjects, per- 
and supporting 


eatheters, drains and 
identification guide, 


combination stabiliza- 


70 on micro- 
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Center for Disease Control, Center for Dis- 
ease Control zoonosis surveillance, annual 
summary, 1972, rabies, 29793 

Center for Experiment Design and Data 
Analysis, CEDDA, general information, 
30170 

Center for Studies of Crime and Delinquency, 
research reports, 30504 

Center for Vocational and Technical Educa- 
tion, Ohio State University, research and 
development, series, 30501-502 

Central States, ground water pollution in 
South Central States, 30194 

CERL, see Construction Engineering Re- 
search Laboratory. 

Chains, Federal item 
30098 

Challenge of youth service bureaus, 30684 

Change process in criminal justice, 30375 

Channels : 
flow augmenting effects of 

open channel flows, 30189 
stream channelization, effects, 
ings, 29915 

Characteristics of Negro immigrants to se- 
lected metropolitan areas, 29716 

Charts see subjects. 

Checklist guide for nuclear emergency oper- 
ations planning, 30082 

Checklists, see names of 
issuing checklists. 

Chemical desulfurization of coal, 
bench-scale developments, 30179 

Chemical reactions, sulfur dioxide, its chem- 
istry as related to methods for removing 
it from waste gases, 30419 

Chemical reduction, see Reduction 
ical). 

Chemicals : 
deliquescent-chemical maximum 

indicator, 29667 
new and certain existing substances, in- 
terstate commerce regulations by pre- 
marketing, testing, etc., hearings, 30014 
see also Organic compounds. 
Chemistry : 
burnup determination for the fast reactor 
fuels, review and status of nuclear data 
and analytical chemistry methodology 
requirements, 29681 

sulfur dioxide, its chemistry as related to 
methods for removing it from waste 
gases, 30419 

Chemists : 
chemist-meteorologist workshop, 29682 

Fort Lauderdale, Fla. Jan. 15-19, 1973, 
29683 

Cheng, L., respirable dust adhering to run- 
of-face bituminous coals, 30438 

Cherokee Indians, determining rights and 
interests of Choctaw Nation, Chickasaw 
Nation, and Cherokee Nation in and to bed 
of Arkansas River below the Canadian 
Fork and to eastern boundary of Okla- 
homa, report, 29876 

Cherries, canned sweet, standards for grades, 
29613 

Chicago Board of Trade, 
modity futures contracts, 

Chicasaw Indians, determining rights and 
interests of Choctaw Nation, Chickasaw 
Nation, and Cherokee Nation in and to bed 
of Arkansas River below the Canadian 
Fork and to eastern boundary of Okla- 
homa, report, 29876 

Child care, see Children. 

Children : 

Child abuse prevention and treatment act, 
report, 29984 

families with children programs, 30019 

feeding the child with a handicap, 30404 

health screening and treatment for chil- 
dren through medicaid, 30405 

orphans and child welfare, relief and re- 
habiliation of war victims in Indochina, 
hearing, 30053 


identification guide, 


additives on 


etc., hear- 


departments, etc., 


report of 


(chem- 


humidity 


trading in com- 
29626 
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Children—Continued 

Oxon Hill children’s farm, 
Maryland, 30547 
Chile, and International Telephone and Tele- 
graph Company, 1970-71, 30027 
China : 
foreign relations of U.S.— 
departmental edition, 30645 
document edition, 29837 

Republic, trade in wool and man-made fiber 
textile products, agreement, 30652 

Chocolate, see Confectionery. 

Choctaw Indians, determining rights and in- 
terests of Choctaw Nation, Chickasaw 
Nation, and Cherokee Nation in and to bed 
of Arkansas River below the Canadian 
Fork and to eastern boundary of Okla- 
homa, report, 29876 

Cigarettes : 
labeling and advertising act, amend to in- 

clude little cigars, hearings, 29923 
Public health cigarette smoking act, amend, 
text and background information, 29929 
Cigars: 
little cigar— 
act, bill text and background informa- 
tion, 29929 
define term and clarify application un- 
der Cigarettes labeling and advertis- 
ing act, hearings, 29923 
Cinnabar, recovery of mercury from cinnabar 
ores by electrooxidation, 30428 
CIP cataloging in publication progress re- 
port, 30399-—400 
Circulars, see names of departments, 
issuing circulars. 
Cities and towns: 
characteristics of Negro immigrants to se- 
lected metropolitan areas, 1970, supple- 
mentary report, 29716 

1972 boundary and annexation survey, 
29786 


Oxon Hill, 


etc., 


our cities and suburbs, 29790 
patterns of commuting in large metro- 
politan areas, 1970, supplementary re- 
port, 29714 
property taxes and urban blight, 30039 
urban origin-destination surveys, 30216 
see also special subjects. 
Citizens of United States: 
Federal election reform, hearings, 30069 
records, computers, and rights of citizens, 
report, 30292 
we the Americans (series) , 29790—792 
Citizenship : 
becoming a _ citizen series, our United 
States, 30302 
Federal textbook on citizenship; PEnglish 
and State government, home study 
course, 30303 
Citizenship Day, guide, 30301 
Citrates, sulfur dioxide emission control by 
hydrogen sulfide reaction in aqueous solu- 
tion, citrate system, 30443 
Civil Aeronautics Board, appropriation 1974, 
authorization, report, 29995 
Civil defense, see Civilian defense. 
Civil procedure, judicial disqualification, 
hearing, 30049 
Civil rights, records, computers, and rights 
of citizens, report, 30292 
Civil service : 
complaint filing guide, how to file unfair 
labor practice complaint under Bxecu- 
ive order 11491, in Federal service, 
30382 
examination announcement, technical as- 
sistant, 29804 
Federal jobs in engineering, physical sci- 
ences & related professions, 29808 
job qualification system for trades and 
labor occupations, 29809 
labor-management relations 
service, hearing, 30067 
management sciences 
catalog, 29810 


in Federal 


training center 
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Civil service—Continued 
severance pay, what it is, 29811 
summer jobs in Federal agencies, opera- 
tions manual, 29812 
Civil Service Commission : 
achievements 1972, Federal 
awards program, 29803 
appropriations 1974, report, 29885 
Federal employees’ group life insurance 
program, evaluation, 2 
Civil service pensions : 
civil service annuity legislation, hearing, 


incentive 


retirement, hazardous occupation classifi- 
cation for customs and immigration in- 
spectors report, 29660 

Civil works, see Public Works. 

Civilian defense, checklist guide for nuclear 
emergency operations, planning, 30082 

Civilian employees, see National Bene 

Claims, erroneous payments of pay or al- 
lowances to employees of overnment 
Printing Office, waiver of claims, report, 
29994 

Clams, brackish water clam Rangia cuneata 
as indicator of ecological effects of salinity 
changes in coastal waters, 30164 

Classification, Navy enlisted personnel man- 
ual, 30587 
see also names of substances, objects, etc., 

classified. 

Clay, methods for producing alumina from 
clay, evaluation of sulfurous acid-sulfuric 
acid process, 30435 

Clean hands, 30241 

Clearing houses, regulation of clearing agen- 
cies and transfer agents dealing with secu- 
rities, hearings, 30013 

Clevis, turnbuckles; clevis/connector rod 
ends and tie rods, Federal item identifica- 
tion guide, 30116 

Climate : 
monthly climatological charts of behavior 

of fog and low stratus at Los Angeles 

International Airport, 30537 
preliminary transport wind and mixin 

height climatology, St. Louis, Mo., 3053 

Climatology, see Climate. 

Clinics, utilization of psychiatric facilities 
by persons diagnosed with alcohol dis- 
orders, United States, 305€ ’ 

Clothing, body measurements for sizing of 
girls’ apparel, 30477 

Clouds, monthly climatological charts of be- 
havior of fog and low stratus of Los An- 
geles International Airport, 30537 


oal: 
chemical desulfurization of coal, report of 
bench-scale developments, 30179 
preparation of molecular sieve materials 
from anthracite, 29813 
respirable dust adhering to run-of-face 
bituminous coals, 30438 
see also Coal dust. 
Coal dust: 
comparison of respirable dust concentra- 
tions measured with MRE and modified 
personal gravimetric sampling equip- 
ment, 30442 
evaluation of machine-mounted dust col- 
lector, 30444 
respirable dust adhering to run-of-face 
bituminous coals, 30438 
Coal mines and mining: 
geologic factors causing roof instability 
and methane emission problems, Lower 
Kittanning coalbed, Cambria County, 
Pa., 30440 
methods and costs of coal refuse disposal 
and reclamation, 30413 
protecting health of coal miners, inter- 
agency approach, 30500 
surface mining, regulate, hearings, 29918 
see also Mine accidents. 
Coal refuse, see Culm. 
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Coal Research Office, research and develop- 
ment reports, 29813 
Coast Guard: 
appropriations for vessel, etc., 1974, au- 
thorization, law, 29828 

construction of shore and offshore estab- 
lishments, 1974, appropriations, au- 
thorizations, law, 29828 

spring flood, 1973, helping others, 29815 

travel regulations, 30120 
Coast Guard Reserve, part-time job with full- 
time rewards, 29814 
Coasts : 
brackish water clam Rangia cuneata us 
indicator of ecological effects of salinity, 
changes in coastal waters, 30164 

Offshore marine environment protection 
act, hearings, 30015 

Cobb, Edward H., placer deposits of Alaska, 
30270 

Code of Federal regulations, 30220—225 
see also for titles, chapters, etc., of the 

Code printed separately, subject 
involved. 
Coder, John P., Senate manual containing 
standing rules, orders, laws, and resolu- 
tions affecting business of Senate, etc., 
29949 
Codes, see Code of Federal regulations—also 
names of departments, etc., issuing 
codes—also subjects. 
Codes of law, United States, 
455, amend, hearing, 30049 
Coffee, international agreement, 
port, 29938 
Coffey, Helen E. 
collected data reports on Aug. 1972 solar- 
terrestrial events, 30174 

data compilation for magnetospherically 
quiet periods, Feb. 19-23 and Nov. 29— 
Dec. 3, 1970, 30173 

data on solar-geophysical activity associ- 
ated with major ground level cosmic ray 
events of Jan. 24 and Sept. 1, 1971, 
30172 

Coffman, George, farm 
cial analysis, 29617 

Cohen, Daniel S., accessibility, its use as 
evaluation criterion in testing and evalu- 
ating alternative transportation systems, 
30213 

Coins: 
bicentennial commemorative coinage and 

construction of new mint buildings, 
hearing, 30009 

minted proof Eisenhower dollar coin pro- 

eeeds for grants to Eisenhower College, 

report, 29888 
Regions Research 

Laboratory : 
research reports, 30156 
special reports, 30157 
technical reports, 30158—159 

Coleoptera. see Beetles. 

Collected data reports on Aug. 1972 solar- 
terrestrial events, 30174 

Collective bargaining, Federal sector. where 
we are, where we may be going, implica- 
tions for managers, 29805 
see also Industrial relations. 

Colleges and universities: 
black, Federal agencies, financial support, 

30218 
National sea grant 
act. amend— 
law, 29831 
report, 29962 
see also names of colleges and universities. 

Collins, William E., simulated sonic booms 
and seep. effects of repeated booms of 1.0 
psf, 296 

Collinsville, Okla., Atchison, Topeka and 
Santa Fe passenger train no. 212 collision 
with Stillwater Milling Company motor- 
truck near Collinsville, Okla., railroad/ 
highway accident report, 30571 


title 28, sec. 


annual re- 


corporations, finan 


Cold and Engineering 


college and program 
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Collisions, see Motor vehicle accidents. 

Color: 

NAVSHIPS display illumination guide, 
introduction to light and color, 30597 

removal gamma induced low temperature 
oxidation of textile effluents, study, 
30193 

Color codes, NAVSHIPS display illumination 
design guide introduction to light and 
color, 30597 

Colorado, county business patterns, 29729 

Colorado Plateau, regional geophysical in- 
ee in central Colorado Plateau, 
3027 

Coloring book, see Painting book. 

Columbia River, distribution of radionuclides 
in bottom sediments of Columbia River 
estuary, 30273 

Comarow, Murray, 
30675 

Combat areas, port construction in theater 
of operations, 30169 

Command vehicles, see Spacecraft modules. 

Commemorative coins, see Coins. 

Commerce : 
foreign trade— 

FT report, 29788 
schedule D, classification of customs dis- 
tricts and ports, 29724 
ocean transportation in noncontiguous 
States and territories, report, 29964 
overseas trade promotion activities, calen- 
dar of events, 30320 
trade list catalog, 30321 
Trade reform act 
hearings, 29944 
prepared statements of administration 
witnesses concerning, 29941 
U.S. foreign agricultural trade policy, hear- 
ings, 30003 
U.S. trade with communist areas in East- 
ern Europe and Asia, 30131 

Commerce Committee, Senate : 
hearings, 30014—-15 
reports, 29956, 29962, 

29978-979, 29983 

Commerce Department : 

how to sell to U.S. Department of Com- 
merce, 29818 

maritime programs, appropriations, 1974, 
law, 29828 

Commercial products: 

consumer products by design, report on 
new foods, fabrics and materials from 
agricultural research, 29618 

consumer products warranties, provide dis- 
closure standards against defect or mal- 
functions, report, 29970 

— schedule B, commodity groupings 
y world area, annual foreign trade re- 
ort, 29787 

vo uesy product standard PS 


3 


address, May 9, 1973, 


29964, 29969, 


(series), 


Commission on Executive, Legislative, and 
Judicial Salaries, see Executive, Legisla- 
tive, and Judicial Salaries Commission. 

Committee for Purchase of Products and 
Services of Blind and Other Severely Hand- 
icapped, see Purchase of Products and 
Services of the Blind and Other Severely 
Handicapped, Committee on. 

Committees, see Congressional—also names 
of committees. 

Committees, Select Committee on, 
hearings, 29896 

Commodities, see Agricultural products. 

Commodity exchanges, trading in commodity 
futures contracts on Chicago Board of 
Trade, 29626 

Communications : 
batteries used with law enforcement com- 

munications equipment, 30379 
communications, guidelines for emergency 
medical services, 30495 
directory of minority media, 29817 


House, 
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Communications—Continued 

navigation and communications, USSR 
study, 30344 

Orbita-2 satellites communications Sta- 
tion, USSR study, 30367 

stability of multi-station satellite commu- 
nications system USSR study, 30369 

see also Television. 

Communism, assault on freedom, compen- 
dium of theoretical and policy statements 
by communist movement, 30048 

Communist countries, U.S. trade with com- 
munist areas in Dastern Europe and Asia, 
30131 

Community centers, challenge of youth serv- 
ice bureaus, 30684 

Community development programs: 

Federal domestic assistance, 1973 catalog, 


30401 
Job training and community services act, 


report, 2! 
oversight on housing and urban develop- 
ment programs, hearings, 30010 
stream quality preservation 

eae urban development, 
urban Sovespenent, code of Federal regu- 
lations, 30 
Commuter transportation, 


through 
98 


see Transporta- 


tion. 
Compilation of air pollutant emission fac- 


tors, 

Complaints, complaint filing guide, how to 
file unfair iabor practice complaint under 
Executive Order 11491, in Federal service, 


Completeness and quality of response in 
North Carolina marriage follow-back sur- 
vey, 3048 
Complexes, see Coordinates. 
Composite materials: 
peculiarities of common Soop point com- 
posite tapes, USSR study, 70 

tensor manipulations in complex coordi- 
nates with nas to mechanics of 
materials, 30592 

USSR, translations, 30335 

Composition of matter, feasibility study of 
in-situ source monitoring of particulate 
composition by Raman and fluorescence 
seatter, 30185 

Compound type separation and characteriza- 
tion studies for 370° to 535° C boilin 
distillate of Gach Saran, Iran, crude oil, 


Compressors, pumps and compgreszers, cur- 
rent industrial reports, 2977 

Comptroller General, see General Account- 
ing Office. 

Computer programs/programming, see names 
of programs or subjects for which programs 
have been made. 

Computer tape, see Magnetic tape. 

Computerized geographic coding, series GE 
60, 29725 

Computers : 
records, Commanere, and rights of citizens, 

report, 3 2 
see also Blectronic computers. 

Conceptual framework for diffusion of in- 

novations in vocational and technical edu- 


cation, 

Concrete, asphalt concrete plants, back- 
ground information for proposed new 
source performance standards, 29643 

Concrete beams, polymer concrete-reinforced 
concrete composite beams, 30162 

Confectionery, including chocolate products, 
current industrial reports 29757 

Conference committees : 
committee print, 29884 
reports, 29859. 29867-868. 29872. 29874, 

29878, 29886, 29890, 29989, 29996 

Conferences, congresses, etc., see names of 
conferences, etec., also subject of confer- 
ences. 
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Confidential material, controlled accessibility 
to material in computer system, 30476 
Congo (Kinshasa), see Zaire. 
Congo, Democratic Republic, see Zaire. 
Congress of United States: 
availability of all information, except 
where executive privilege is invoked, re- 
quire, hearings, 29911 
Congressional serial set, 29822~—826 
improving congressional control of budget, 
earings, 30035 
laws, public, 29827—831 
proceedings and debate, 
study, 29869 
Congressional committees, committee organi- 
zation in House, hearings, 29896 
Congressional Operations Joint Committee, 
report, 29869 
Congressional serial set, 29822—826 
Connecticut : 
census of transportation, 1972, truck in- 
ventory and use survey, 0 
county business patterns, 29730 
Connectors (structural) : 
turnbuckles, clevis/connector rod ends and 
tie rods, Federal item identification 
guide, 30116 
Conservation, see subjects. 
Constitution of United States, text, 29949 
Constitution Week, guide, 30301 
Construction Engineering Research Labora- 


tory : 
technical manuscripts, 30160-162 
technical reports, 30163 
Construction materials : 
polymerized lightweight structural ele- 
ments, 30160 
superlight structural alloys, USSR study, 


summary, pilot 


Consumability of animals exposed to radia- 
tion in post attack situation, 29678 
Consumer income, see Income. 
Consumers : 
buying indicators, series, 29783 
consumer bulletins, 30239 
consumer products by design, report on 
new foods, fabrics and materials from 
agricultural research, 29618 

consumer products warranties, provide dis- 
closure standards against defect or mal- 
functions, report, 970 

homemakers’ opinions about dairy products 
and imitations, na ‘ionwide survey, 

protect against inaccurate and unfair bill- 
ing practices, report, 29968 

Consumption (economics) : 

defense integrated materiel management 
manual for consumable items weapon 
system oriented items, 30089 

see also Wool. 

Containers, opportunity for AEC to improve 
its procedures for making sure that con- 
tainers used for transporting radioactive 
materials are safe, GAO report, 30258 

Contamination, recondition and reuse of or- 
ganically contaminated waste sodium 
chloride brines, 30182 

Continental Shelf, mineral resources of deep 
— development, authorize, hearings, 


Continuum mechanics, theory of soil plas- 
ticity with indefinite angle of non-coaxial- 
ity, 30156 

Cages report NASA CR (series), 30448— 


Contracts, see Government contracts. 
Control systems: 
Apollo experience report, command and 
service module reaction control systems, 


3 

national emissions data system control de- 
vice work q 

organizing interface of hardware of local 
data control systems with 
ASVT-M computer complex, USSR 
study, 30837 
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Control systems—Continued 
robot-manipulator control 
USSR study, 30360 
STOL ride control feasibility study, 30453 
Control theory, monitoring, control and dis- 
of tritium, selected bibliography, 


algorithms, 


0 
Controlled accessibility bibliography, 30476 
Converts, image converter based on multi- 
layer semiconductor-dielectric structures, 
USSR study, 30342 
Cooling, flow through a wire-form transpira- 
tion-cooled vane, 30462 
Cooling towers, methods for calculating ther- 
mal parameters of cooling towers, USSR 
study, 30353 
Coordinates, tensor manipulations in com- 
plex coordinates with applications to me- 
chanics of materials, 30592 
Copper : 
uties, suspension on 
copper, report, 29986 
economic appraisal of supply of copper 
from primary domestic sources, 30415 
recovery of zinc, copper, silver, and iron 
from zinc smelter residue, 30431 
Copyright : 
eatalog of copyright entries, 30072 
code of Federal regulations, 30225 
radio and television programs, general in- 
formation, 30074 
Copyright Office, circulars, 30073-—74 
Cores (reactor), see Reactors (atomic). 
Corporation for Public Broadcasting em- 
ployment statistics of public television 
licensees, 30138 
Corporations : 
disclosure, best protection for corporation 
as well as investor (address), 30620 
farm corporations, financial analysis, 
29617 
Correctional 
prisoners. 
Correlations of phase-boundary pressures of 
condensate fluid system with compositions 
modified by added butane, 30436 
Correspondence schools and courses, Ameri- 
can environment, home study course for 
SCS employees, 30637 
Corruption, fraud and corruption in manage 
ment of military club systems, 30034 
Corsets, brassieres, girdles and allied gar 
ments, current industrial reports, 29756 
Cosmic rays: 
cosmic rays in 
30464 
data on solar-geophysical activity assoct- 
ated with major ground level cosmic ray 
events of Jan. 24 and Sept. 1, 1971, 
30172 
LUIN, code for calculation of cosmic ray 
propagation in atmosphere, 29675 
Cost, see subjects 
Cost accounting, see Accounts and account- 


certain forms of 


institutions, see Prisons and 


earth's magnetic field, 


ng. 
Cost Accounting Standards Board, appro- 


priations, 1974 legislative, 29991 
Cotton : 

fiber and processing test 
mary, 29604 

knits in Western Europe, their impact on 
cotton, 30246 

Coughlin, R. E., stream quality preservation 
through planned urban development, 

30198 

Council on Environmental Quality, Federal 

environmental monitoring directory, 30080 

Counseling : 

SCORE, Service Co 
ecutives, one part o 
guidebook, 2 

teachers talk about their feelings, 30509 

Counties : 

county business 

297 26-753 


report, 


results, sum- 


s of Retired Ex- 
Action, counselor's 


patterns, CBP series, 
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Counties—Continued 

number of persons of Spanish origin by 
counties of United States, 1970, maps, 
29789 

County government, see Government. 

Courses of study, see Curriculum. 

Court of Claims, providing for distribution 
of funds appropriated in satisfaction of 
certain judgments, report, 29877 

Courts, street crime in America, prosecu- 
tion and court innovations, hearings, 
29897 
see also District Courts. 

Courts of United States, 
work, 29931 
see also District Courts. 

Cracking (fracturing), 
metals. 

Cracking of metals, see Fracture of metals. 

Cranium, see Skull. 

Craters, military 
of commercial 
30168 

Credit : 
brokers and dealers, 

ment, 30233 
credit by banks for purpose of purchasing 
or carrying margin stocks, supplement, 
30234 
credit by persons other than banks, 
brokers, or dealers, regulations, 30230 
inaccurate and unfair billing practices, 
protect consumer, report, 29968 
Truth in lending act, amend, report, 29968 
see also Production credit association. 
Crews, see Spaceship crews. 
Crime and criminals: 
assistance, amendments, 
29996 

deterrence of crime in 
dences, 30376 

Federal crime insurance program revised 
quick-reference rate tables and simplified 
manual, 30217 

prevention of violence in correctional in- 
stitutions, criminal justice monograph, 
30377 

street crime in America, police response, 
hearings, 29897 
Crime Select Committee on, 
hearings, 29897 
report, 29862 
Criminal justice (administration) : 
change process in criminal justice, 30375 
criminal justice monographs, 30375-—378 
directory of law enforcement and criminal 
justice associations and research cen- 
ters, 30474 

revolutionary activities directed toward ad- 
ministration of penal or correctional 
systems, hearings, 29921 

Criminal Justice Standards and Goals, Na- 
tional Advisory Commission, see National 
Advisory Commission on Criminal Justice 
Standards and Goals. 

Criminal procedure: 
judicial disqualification, hearing, 30049 
street crime in America prosecution and 

court innovations, hearings, 29797 

Crops. see Names of crops. 

CRREL, see Cold Regions 
Engineering Laboratory. 

Crude oil, see Petroleum. 

Crystal, Ronald, report of workshop on lung 
cell identification, isolation and culture, 
30494 


jurisdiction and 


e 


see Fracture of 


engineering 
explosives, 


applications 
introduction, 


regulations, supple- 


reports, 29886, 


and around resi- 


House: 


Research and 


Crystallography. cadmium telluride detec- 
tors, 2d interim technical report, 29672 
see also Crystals. 
Crystals: 
explanatory notes on W. H. Zachariasen’s 
theory of X-ray diffraction in ideal crys- 
tals, 30595 

logic and memory devices with magnetic 
crystals. USSR study, 30333 

see also Crystallograpy. 
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Cuba, statistical handbook on main sectors 
of economy, 30332 
Culm, summary of demonstration methods 
for extinguishing culm-bank fires, 29649 
Culp, Charles A., effect of suspension of 
bus service on local peak hour traffic con- 
gestion, case study, 30212 
Culture, educational and 
amendments, 29881 
Cumberland River, meteorological criteria 
for extreme floods for four basins in Ten- 
nessee and Cumberland River watersheds, 
30519 
Cunner, annotated bibliography of cunner, 
Tautogolabrus adspersus (Walbaum), 
30542 
Currency, see Money. 
Current fiishery statistics, 30514 
Current industrial reports, 29754—-775 F 
Current listing and topical index to vitai 
and health statistics series 1962-72, 30479 
Curriculum : 
directory of secondary schools with occu- 
pational curriculums, public-nonpublic, 
30136 
suggested 2-year post high school cur- 
riculums, 30152 
vocational education, state instructional 
materials for trade and industrial occu- 
pations, 30153 
Curvature (mathematics) : 
acoustic impedance of curved multilayered 
duct liners, 30458 
Customs, see Tariff. 
Customs Bureau: 
inspectors, hazardous occupation classifica- 
tion for civil service retirement pur- 
poses report, 29860 
reorganization plan 2 of 1973, 
29852 
Customs districts: 
by continent, U.S. airborne trade, ship- 
ping weight and value, calendar year 
1972, report, 29788 
U.S. foreign trade, schedule D, classifica- 
tion of customs districts and ports, 
29724 
Cyanide, treatment of complex cyanide com- 
pounds for reuse or disposal, 30195 
Cyclones : 
on role of organizational period of cy- 
clone before becoming hurricane in 
NHRL circularly symmetric hurricane 
model, 30525 
statistical method of combining synoptic 
and empirical tropical cyclone predic- 
tion systems, 30533 
Cylinders: 
investigation of some principles of electro- 
deposition of cylindrical magnetic films, 
USSR study, 30341 
measurement of demagnetizing fields in 
sapeeeat magnetic films USSR study, 


culture postal 


report, 


D 


Dairy products, homemakers’ opinions about 
dairy products and imitations, nationwide 
survey, 29625 

Daley, J. C., radar sea returns, JOSS II, 
30591 

Dambeck, William J., geostationary satellite 
position and attitude determination using 
picture landmarks, 30527 

Dams, design of small dams, 30614 

Dangerous materials, see Hazardous sub- 
stances. 

Data acquisition : 
applications of remote sensin 

to buoy-based environment: 
ering, 30526 
data compilation for ma 
ulet periods, Feb. 19-— 
. 8, 1970, 301738 


techniques 
data gath- 


etospherically 
and Nov. 29- 
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Data processing, see Dlectronic data proc- 
essing systems. 
Data storage and retrieval systems, see In- 
formation storage and retrieval systems. 
Days, see names of special days. 
Dealers, credit regulations supplement, 30233 
Decisions, see names of Courts or depart- 
ments, etc., rendering decisions. 
Declaration of Independence, text, 29949 
Declination, sight reduction tables for air 
navigation, 30125 
Decompression, involvement of CO, and cal- 
clum stores in decompression sickness, 
30412 
Deep Sea Drilling Project, cruises of drilling 
vessel Glomar Challenger. Honolulu, Ha- 
wali to Kodiak, Alaska, 30553 
Defense, publications, price list, 30608 
Defense bonds, see Savings bonds. 
Defense Civil Preparedness Agency, technical 
reports, TR series, 30083 
Defense contracts, see Government contracts. 
Defense Department : 
appropriations, 1974— 
military procurement— 
hearings, 30007 
report, 29882 
report, 29885 
automated overseas employment referral 
program, area information manual, 
3008 


contracts with foreign firms should be 
priced in local currency, 30254 
greater use of flight simulators in military 
pilot training can lower costs and in- 
crease pilot proficiency, GAO report, 
30256 
manual DSAM series, 30091 
military standards, 30121—122 
national heart, blood vessel, lung and blood 
program, program analysis, 30492 
potential for greater consolidation of 
maintenance workload in military serv- 
ices, Department of Defense, GAO re- 
port, 30259 
Secretary of Defense, nomination of James 
R. ‘Schlesinger, hearing, 30007A 
.S. agreements with and assistance to 
free world forces in Southeast Asia show 
need for improved reporting to Congress 
on their status, GAO reort, 30266 
Defense integrated materiel management 
manual for consumable items, 
Defense Mapping Agercy, Hydrographic Cen- 
ter publications, 30124—-125 
Defense retail interservice support (DRIS) 
manual, 30090 
Defense Supply Agency : 
annual report, 7 
defense retail interservice support (DRIS) 
manual, 30090 
manual DSAM series, 30091 
MILSTRIP, project codes, 30123 
Definitions, policy statements and general 
rulings, HUD handbook, 30297 
Deformations (mechanics) : 
tensile properties to 650° C and deforma- 
tion structures in precipitation-strength- 
ened titanium-aluminum alloy, 30460 
Deicing, see Ice. 
De la Cruz, Nina, Russian, active introduc- 
tion, 30651 
Delaware River Basin Commission, geatte 
works appropriations 1974 report, 3 
Delinquency, see Juvenile delinquency. 
Deliquescent-chemical maximum humidity in- 
dicator, 7 
Demagnetization, measurement of demagne- 
tizing fields in maa magnetic 3, 
USSR study, 303 
Demand, see ‘Supply and demand. “ 
Dendy, F. E., summary of reservoir deposi- 
tion surveys made in United States through 
1970, 29627 
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Dennett, Joan Ls Federal women’s pro- 
gram (address) 

Dent, Frederick B., im, June 26, 1973, 
29816 

Dental health, see Teeth. 

Dental instrument and apparatus, medical 
and dental assemblies, kits, sets, and units, 
Federal item identification guide, 30104 

Dependents, see Armed Forces. 

Derick, Charles, flow augmenting effects of 
padditives on open channel flows, 30189 
Derr, V. E., applications of remote sensing 
techniques to buoy-based environmental 
data gathering, 30526 

Derycke, Richard J., some preliminary results 
i 1971 aircraft microwave measurements 
of ice in Beaufort Sea, 30528 

Descriptions, see Subject headings. 

Deshaies, John C., 
social and health indicators system, 29723 

Los Angeles, census use study, 29722 

Design manual DM series, 30582 

a ee DM series, cumulative index, 

Designs (aircraft) : 
automated procedure for design to wing 

structures to satisfy strength and flutter 
requirements, 30456 
Designs (architectural), see Architecture. 
Designs (industrial) : 
ballistic design methods for solid-fuel mis- 
siles, USSR study, 30328 

design and operation of artificial-recharge 
plant at Bay Park, N.Y., 30278 

design of landing-mat-surfaced airfields for 
operation of C—5A aircrafts, 30167 

NAVSHIPS display illumination design 
guide introduction to light and color, 
30597 

Desmarais, Armand J., updating asynoptic 
data for use in objective analyses, 32 

Destination USA, 30555—558 

Desulphurization : 
chemical desulfurization of coal, report of 

bench-scale developments, 30179 
recent developments in desulfurization of 
fuel oil and waste gas in Japan, 30187 

Detectors : 

cadmium telluride detectors, 
technical report, 29672 

photonuclear activation analysis with GE 
(Li) detectors, compilations, 30594, 
30596 

Deterrence of crime in and around resi- 
dences, 30376 

Detonations, see Explosions. 

Denitrification, see Nitrification and denitri- 
fication. 
Development 

oped areas. 

Development assistance, see Foreign aid. 

Development of indwelling intracranial pres- 
sure sensor, 29671 

Development of in-situ prototype diode laser 
system to monitor SO, across stack, 30184 

Developmental disabilities act extension and 
rights of mentally retarded, 30054 

Devices, active list of 

and M197, S00 an 
Dec. 


2d interim 


(economics), see Underdevel- 


fees appro explosives 
ces approved before 


see also types of ae. 

Dewsnup, Richard L., summary-digest of 
State water laws, 30576 

Diabetes, sugar in diet, diabetes, and heart 
diseases, hearings, 30063 

Dielectrics, image converter based on multt!- 
lore semiconductor-dielectric structures, 
USSR study, 30342 

Differential thermal analysis, 
a 


methods for 
thermal parameters of cooling 
towers, USSR study, 30353 
Diffraction, explanatory notes on W. H. 
Zachariasen’s ag © of X-ray diffraction 
in ideal crystals, 30595 
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Diffusion, conceptual framework for diffusion 
of innovations in vocational and technical 
education, 30501 

Dimitriades, Basil, association of automotive 
ae with exhaust reactivity, 


Dini, J. W., non-destructive testing of plated 
aluminum/stainless steel joint, 2967: 

Diodes, development of in-situ 
diode laser system to monitor 
stack, 30184 

Directories : 
directory for reaching minority groups, 


rototype 
Oz, across 


7 
directory of law enforcement and criminal 
justice associations and research cen- 
ters, 30474 
directory of minority media, 29817 
— of postsecondary schools with oc- 
= onal programs, public and private, 


pm. J of secondary schools with occu- 
pational curriculums, public-nonpublic, 
30136 
Federal environmental monitoring direc- 
tory, 30080 
Disabled, developmental disabilities services 
and facilities construction act, amend, 
hearing, 30054 
Disadvantaged : 
productive employment of disadvantaged, 
guidelines for action, 3 
some French initiatives in educating so- 
cially and culturally disadvantaged, 
30151 
see also Poor. 
Disasters : 
checklist guide for nuclear emergency op- 
erations planning, 30082 
Emergency employment act, 
port, 29981 
Federal plan for natural disaster warning 
and preparedness, 30517 
Flood disaster protection 
29870, 29880 


amend, re- 


act, report, 

predisaster assistance for eucalyptus trees 
in California, hearing, 30012 
see also Relief work. 

Disbursing officer, deputy disbursing officer, 
and certifying officers and employees of 
Government Printing Office, 29960 

Discrimination in employment : 
employment pro files of minorities and 

women in SMSA’s of 17 large cities, 
30206 
Federal 
30518 

Discrimination reaction, pitch discrimina- 
tion in background noises up to 95 dB 
SPL, 30410. 

Disease. een and diseases, 
see also names or classes of diseases. 

Diseases of plants, tree hurts, too, infection 
of wounds cause decay, 30249 

Disclosure in accounting : 
disclosure, best protection for corpora- 

tion as well as investor (address), 
30620 


women’s program (address), 


hearings, 


SEC disclosure oem, Po. estate and oll 
and gas (address), 30628 

Display systems, NAVS nips display illumi- 
nation guide, introduction to light and 
color. 30597 

Distance measuring equipment, TACAN-DMB 
false distance lock-on, 54 

Distribution of radionuclides in bottom sedi- 
ments of Columbia River estuary, 30273 

District Courts, 1969-70 Federal District 
Court time study, 30219 

District of Columbia : 
=“ of t pehon 290b0 1970, characteristics 


ou estness patterns, 29731 
Public buildings act, amend, law, 29830 
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District of Columbia—Continued 
rent control authirity, establish, hearings, 


29898 
Robert F. Kennedy Memoria! Stadium, ad- 
ditional seats, hearings, 30016 

District of Columbia Committee, House, hear- 
ings, 298: 

District of Columbia Committee, Senate, 
hearing, 30016 

District of Columbia ay area, re- 
view of Federal library operations in met- 
aes Washington, GAO report, 30262 

see Distance measuring equipment. 

Documentation, automated —— docu- 
ment preparation system military standard 
materials, 30121 

DOD, see Defense Department. 

Dollars, size and shape of medical care dol- 


lar, 
ae open agencies, see Government 


offices. 
Domestic tourism, 30555 
Domestic volunteer service act, 29889 
Dooley, James E., compound type separation 
and ‘characterization studies for 370° to 
535° C boiling distillate of Gach Saran, 
Iran, crude oil, 30441 
Dorfman, Leon M., reactivity of hydroxyl 
radical in aqueous solutions, 30470 
DOT, see Transportation Department. 
Dragon, there lives a wicked dragon, environ- 
mental coloring book, 30199 
Drainage, temporary detention of storm and 
combined sewage in natural underground 
formations, 30190 
Drewes, Harold, structural geology of Santa 
Rita Mountains, southeast of Tucson, 
Ariz., 30277 
Drills (tools) : 
Federal item identification guide, 30106 
Drinking water, see Water. 
Drug abuse: 
growing up in America background to con- 
temporary drug abuse, 3' 
submarine service, factors related to drug 
abuse, personality trait patterns as 
delineated by Minnesota multiphasic 
personality inventory, 30411 
Drug addiction, see Drug abuse. 


Dynamics—Continued 
PERFORM, performance optimizing com- 
puter program for dynamic s _ sub- 
ject to oy ge loadings, 3 
oe Louis A., square wave VOR tests. 


Earnings, see Wages. 
Barth, orbital stations = study of Warth 
from space, USSR stu 30345 
see also Terrestrial ae BN 
Barth Sciences Laboratories : 
NOAA technical memorandum, ERL-—DSL 
series, 30522-5524 
NOAA | mee report, ERL—DSL series, 


Past (Far East) : 
fore’ relations of U.S., 
departmental edition, 30645 
document edition, 29837 
Eastern Burope, see BDurope. 
Echo, radar echo wey in gates dur- 
ing 3 July and Aug., study, 3 


brackish water clam Ra’ cuneata as 
indicator of ecological effects of salinity 
changes in coastal waters, 30164 
ecological forecasting and optimizing of 
biosphere. USSR study, 30362 
ecological research series, 30175 
Economic aid, see Foreign aid. 
Economic and Social Coun United Na- 
tions, increase size, amendment to Ar- 
ticle 61 of Charter of United Nations, 


2995: 
Beonomic assistance, see Foreign aid. 
Economic conditions : 
employment and population changes, s 
cial economic reports series 20, 
foreign economic trends and their implica- 
tions for United States, DT series. 
30312-318 
see also names of countries, States, etc. 
Bune controls, see Hconomic stabiliza- 
on. 


Far Hast, 





Drug Enforcement Administration, 
nization plan 2 of 1973, report, 
Drugs: 
survey of analytical methods for deter- 
mination of controlled drugs in body 
fluids, 30446 
we want you to know about drugs for 
food-producing animals, 30244 
DSA, see Defense Supply Agency 
Ducts, acoustic impedance of curved multi- 
layered duct liners, 3 
Duddles, Glenn A., application of plastic 
media trickling filters for biological nitri- 
fication systems, 30181 
Durham, N.C., area wage survey, 30390 
Dust, see Coal dust. 
Dust respirators, see Respiratory equipment. 
Dusting apparatus: 
comparison of respirable dust concentra- 
tions measured with MRR and modified 
oy ce sampling equip- 
ment 
evaluation of machine-mounted dust col- 
lector, 44 
Duties, see Tariff—also names or classes of 
articles imported. 
Dyes and dyeing: 
extension of existing suspension of duty 
on = and tanning materials, re- 


reorga- 


port 
suspension of duty on certain dyeing ma- 
terial, report, 29090 
Dynamics : 
dynamic tear testing, method for % inch 
—* materials, military standard, 





ic Joint Committ 
ap riations, 1974 “legislative, 


1 
committee print, 29835 
Economic Opportunity Office, dismantlement 
United States District Court opinion and 
order, 2 
Economic policy 
ederal Geumeatie assistance, 1973 catalog, 


report, 


Interne teseee  ‘~onen policy act, amend, 


29 
cana tion, distribution, and gotten, 80601 
see also Beonomic stabilization. 
Economic stabilization : 
beg stabilization program series, 


79 
final phase 4, regulations, 30077 
freeze, 30078 


freeze and phase 4, 30079 
phase 3, we questions and an- 
swers, 3 
phase 4 announcement, economic stabiliza- 
tion program, 30075 
Economics 
Cuba, statistical handbook on main sec- 
tors, 30832 
economic appraisal of supply of co 
from primary domestic sources, 
Beonomte, ° rtunity act, United States 
Distri urt opinion and order relat- 
ing <¥ relationship between legislative 
and executive branches of Government 
and Economic opportunity act, 29902 
economic problems of world ocean. USSR 
study, 
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Economics—Continued 
economics of aging, toward full share in 
abundance index to hearings, 98 
productivity and the economy, 30391 
research in changing stru ure and eco- 
— of securities markets (address), 


a ballast VLCCs, economic and 
pollution abatement analysis, 30403 
selected U.S.S.R. and Bastern Buropean 
economic data, 30133 
social and economic status of black popula- 
tion in United States, 29776 
where are we going? (address), 30629 
BCOSOC, see Economic and Social Council. 
Bducation : 
education amendments of 
later (address), 30137 
education of handicapped act amendments, 
hearings, 29899 
education programs, Department of 
Medicine and Surgery, Veterans’ Admin- 
istration, 3 
educational and cultural 
ments, 2988 
nar ag enumnaee to 1981-82, projec- 
tion, 
Environmental education act, extend, re- 
port, 
if you really want an education, Air Force 
educational programs, 29653 
lifetime and recent migration by educa- 
on attainment for United States, 
71 


"72 ome year 


postal amend- 


national assessment of educational prog- 


ress— 
graphic materials, theme 2, reading, 
30144 
literature, summary data, 30141 
science group and balanced greup re 
sults for color, parental education, 
size and type of community, and bal- 
anced group results for region of coun- 
try, sex, 
survey of reading habits, theme 4, lit- 
erature, (1970-71 assessment), re- 
rt, 30142 
writing, group results A and B for ob- 
jectively scored exercises national re- 
sults by region, sex, color, size and 
type of community, and parental 
education, 30147 
National Institute of Education, brief out- 
line of its history, status, and tentative 
plans, 3 
protected educational facilities in found 
space, guide to converting noneduca- 
tional spaces into safe, healthful en- 
vironments for education, 30083 
recent educational policy and legislative 
development abroad, 30151 
some French initiatives in educating so- 
ciall and culturally disadvantaged, 


80151 

U.S. fore’ ald to education, Does Brazil 
need it? GAO report, 30267 

see also Vocational education. 

Education and Labor Committee, House : 

committee prints, to. 29902 

hearings, 99, 

reports, 29846, ooeeT, 29889 


Education Commission of the States: 
national assessment of educational prog- 


theme 2, reading, 
data, 30141 


i terial 
graphic materials, 
3b144 
literature, —y 
science, balanced group 
sults for  eeler parental Section. 
size and type of community, and bal- 
pape d sg FS results for region of coun- 


sex 
— <= of = ante habits, theme 4, 
Tn 71 assessment), 

po 


lit- 
re- 
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Effect of suspension of bus service on local 
hour traffic congestion, 30212 

Efficiency ratin National Guard techni- 

gan, technician performance rating plan, 


Eiffiuents : 

disposal of uranium-mill effluent by well 
injection in Grants area, Valeacia 
County, N. Mex., 30272 

gamma induced low temperature oxidation 
of textile effluents, study, 93 

lake restoration by nutrient removal from 
wastewater effluent, Shagawa Lake pro- 
ject, 30175 

monitoring, control and disposal of tri- 


tium, se ected See, 
barry de compounds 


treatment of — e 
for reuse or dis 
Begs, roducts US 
uyers, 29630 
Bisele, G. R., consumability of animals ex- 
to radiation in post attack situa- 
tion, 29678 
Hisenhower College, minted proof Eisenhower 
dollar coin proceeds for grants, report, 


< 1... for quan- 


Elderly people, see Aged. 

Election Reform, onpartisan Commission 
on, see Nonpartisan Commission on - 
eral Election Reform. 

eee Federal election reform, hearings, 


Electric batteries, batteries used with law 
enforcement communications equipment, 


30379 

BDlectric cables: 
cable, current industrial reports. 29766 
power, fixed installation, Federal stand- 


ard, 3023 

Electric conductivity of stream of hot pow- 
dered fuel, USSR study, 30368 

Blectric currents, alternating current matrix- 
type separator, 3042 

Electric discharges, ionic and neutral reac- 
= in glow discharges of HE-SO,-CO mix- 


30425 

Blectric felds, cylindrical field mill system 
for measuring electric fields, description 
and instruction manual, 30520 

Blectric generators, motors and 
current industrial reports, 297 

Electric stoves, see Stoves. 

Electric switches, laser control of spark 
gaps, USSR study, 30354 

Blectric welding, see Welding. 

BDlectric wire and wiring: 

terminations, welded, brazed, 


— 


electrical 
n 
insulated, 
29766 
fixed installation, Federal stand- 
0237 


current industrial reports, 
power, 
ard, 3 
Blectric wiring, see Dlectric wire and wiring. 
Blectrical terminations, welded, brazed and 
bonded, 2s A 
Electricity 
conservation and efficient use of energy, 
hearings, 29913 
Ss P- and energy allocation, 
heari > 
see also ..... am electricity. 
Electrochemistry, recovery of mercury from 
cinnabar ores by electrooxidation, 30428 
Electrodeposition, investigation of some 
principles of electrod ae of ¢ a 
cal magnetic films, U cae’ 3038 
Electrolysis, see Blsctcochemis 
Electromagnetic radiation, am of 
alkaline phosphatase activity in rsons 
dealing with electromagnetic emission gen- 
erators of high ultra- - and superhigh 
frequency, U SR study, 30357 
Electromagnetic waves, see Electromagnetic 
radiation. 
Blectron accelerators, see Accelerators. 
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Electronic computers : 

automated engineering document prepara- 
aaa military standard, materials, 
301 

srceregiie base file system, establishing 
continuing program, conference pro- 
——- 29725 

logic and memory devices with magnetic 
crystals, USSR study, 30333 

organizing interface of hardware of local 
data control systems with M-—6000 
ASVT-M computer complex, USSR 
study, 30337 

Electronic data processing systems: 

Federal information processing standards 
publications, FIPS pubs, 30468 

organizing interface of hardware of local 
data control systems with M-—6000 
ASVT-M computer complex, USSR 
study, 30337 


3! 
technical facilities of Sirena—1 data link 
system, USSR study, 30349 
see also Information storage and re 
trieval systems. 

Electronic equipment, reduced requirements 
for modular electronic equipment for air- 
craft, GAO report, 30261 

Electronics, see Blectronic equipment. 

Electrostatics, theory of electrostatistic sus- 
pension of sphere, USSR study, 30352 

Electrotherapy, electro-analgesia, USSR 
study, 30359 

Elementa education, preprimary enroll- 
ment, 48 

EMC, see Export Management Company. 

Emergencies, see Accidents—Disasters. 

Bmergency Medical Services Administration, 
establish, report, 29874 

er plan for industrial mobilization, 


Emission : 

air pollution aspects of emission sources, 
pulp and paper industry, bibliography 
with abstracts, 29638 

compilation of air pollutant emission 
factors, 637 

geologic factors causing roof yg or 
and methane emission problems, 3044 

national emissions data system control de- 
vice workbook, 29650 

national inventory of sources and emis- 

sions— 
asbestos, 29641 
beryllium, 29648 
639 


, 20640 
sulfur dioxide emission control by hydro- 
gen sulfide reaction aqueous solution, 
citrate system, 30443 
transportation controls to reduce motor 
vehicle emissions in Salt Lake City, 


, 29644 
see also Exhaust emissions. 
Emotions, teachers talk about their feelings, 


Employee benefit plans, code of Federal regu- 
lations, 30220 
Employees : 
annual earnings and employment patterns 
of - wate nonagricultural employees, 
30384 
protection to additional employees under 
Fair labor standards act— 
hearings, 30056 
report, 2997 
see also Government officials and em- 
loyees. 
Employer-employee relations, see Industrial 
relations. 
Employment : 
annual earnings and employment patterns 
+ nonagricultural employees, 


Defense Department automated overseas 
employment referral program, 8 
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Sed employment act, amend, report, 

employment and population changes, spe- 
cial economic reports series BS 20, 29784 

employment and earnings, 1909-72, United 

tates, 30383 

employment profiles of minorities and 
women in SMSA’s of 17 large cities, 
30206 

ee statistics of public television 
licensees, 30138 

Federal women’s program (address), 30518 

geographic divisions and States, changes, 


Job security assistance act, material re- 
lating to administration proposal, 29939 

Job tra = and community services act, 
report, 29980 

productive employment of disadvantaged, 
guidelines for action, 30402 

public employment program, evaluation of 
first 18 months, 30055 

public service programs for unemployed 
persons, report, 29981 

summer jobs in Federal agencies, opera- 
tions manual, 29812 

Employment security offices, see Unemploy- 
ment insurance. 

Emry, Robert J.. stratigraphy and prelimi- 
nary biostratigraphy of Flagstaff Rim 
area, Natrona po ewe Wye. 380632 

Endangered and threaten species conser- 
vation act, report, 29891 

Engineered erformance standards, back- 
ground information fcr proposed new 
source performance standards, 29 

Endangered species act, 29983 

Energy, see Electricity—-Thermal energy. 

Energy resources, see Power resources. 

Enforcement of law, see Law enforcement. 

Dngineering : 
automated engineering document prepara- 

tion system military standard materials, 


30 

Federal jobs in engineering, physical 
sciences & related professions, 29808 

see also Military engineering. 

Engineers Corps, Army: 

appropriations 1974, report, 29890 

contract reports, 30164 

public works appropriations, 1974, report, 
29993 

report 1972, civil works activities— 
departmental edition, 30 
document edition, 298388 

Engines : 

automobile tae turbine, optimum cycle 
selection study, final report, 29642 

exhaust emission from uncontrolled ve- 
hicles and related equipment using in- 
ternal combustion engines, outboard 
motors, 29647 

hazard from engines rebreathing exhaust 
in confined space, 30434 

esa | internal combustion engines in 

S., 30183 


English language, Federal textbook on citi- 
i 4 


zenship, and State government, 
home study course, 30303 
Enrollment, see Elementary education. 
Envelopes, bags, envelopes, and shipping 
sacks, Federal item fdentification guide, 
30004 
Environment : 
American environment, home study course 
for SCS employees, 30637 
applications of remote sensing techniques 
to buoy-based environmental data gath- 
ering, 30526 
Environmental education act, extend, re- 


port, 29887 
uae guiie for U.S. Gulf Coast, 
environmental healthfulness for migrant 
workers, hearings, 29024 
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Environment—Continued 

environmental monitoring series, 30176 

environmental protection technology se 
ries, £0177—106 

environmental protection through geatte 
and private development control, 30197 

Federal environmental monitoring direc- 
tory, 3 

grewtl and its implications for future on 
resources, environment and food supply, 
hearing, 29932 

Interstate environment compact act, re- 

rt, 

National environmental policy act, analy- 
sis “ proposed legislative modifications, 
3004 


Offshore marine environment protection 
act, nesting 30015 
at ~~ al 1973 environmental program, 


30081 
protected educational facilities in found 
space, guide to converting noneduca- 
tional spaces into safe, healthful en- 
vironments for education, 30083 
socioeconomic environmental studies se- 
ries, 30197—198 
Soviet-American working group on remote 
sensing of natural environment from 
space, meeting, 30364 
there lived a wicked dragon, 
mental coloring book, 30199 
Pnvironmental Protection Agency : 
EPA/ORP series, 30612 
BPA Technology Transfer seminar publi- 
cations, 3 1-665 
national heart, blood vessel, lung and 
blood program, prcerem analysis, 30492 
Environmental health, see Health. 
Environmental Quality Council, see Council 
on Environmental Quality. 
Environmental Research Laboratories : 
ERL program plan, 30201—202 
NOAA technical memorandums—. 
ERL-—APCL series, 30520 


environ- 


BE 
ERL—NHRL series, 20525 
ERL-—WPL series, 30526 
NOAA technical reports— 
ERL-—DSL series, 30541 
BRL-WPL series, 30540 
programs and resources, 30204 
Onvirons of Sverdlovsk, 30327 
EP series, see National Aeronautics and 
Space Administration. 

EPA, see Environmental Protection Agency. 

Equal employment opportunity, see Discrim- 

ination in employment. 

Bqual Bmployment Opportunity Commission : 

annual report— 
departmental edition, 30207 
document edition, 44 
research reports, 
Equal pay for equal work, see Women. 
Equations : 
methods for calculating thermal param- 
eters of cooling towers, USSR study, 
30353 
tensor manipulations in complex coordi- 
nates with applications to mechanics of 
materials, 3 

Equipments, see names and types of equip- 

ment. 

Equitable Gas Company, natural gas distri- 
bution system, Pittsburgh, Pa., pipeline 
accident report, 30567 

Bquity Oil mm mg! Plant, refraction sur- 

veys in Colorado, 30522 

Ergonomics, see Human engineering. 

BERL, see Wnvironmental Research Labora- 

tories. 

Error analysis, analysis of errors of gimbal- 

less Inertial navigation system, USSR 
study, 30855 
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Error codes, 30086 
BSL, see Barth Sciences Laboratories. 
— rail services continuation act, 
Bstimated world fertilizer production capac- 
ity as related to future demand, 30670 
Estuaries, distribution of radionuclides in 
bottom sediments of Columbia River es- 
tuary, 30273 
Ethnic types, multi-ethnic literature in high 
school, mental health tool, 30508 
Eucalyptus, predisaster assistance for eu- 
calyptus trees in California, ——, 30012 
Eugene, Oreg., ground water in ugene- 
Springfield area, southern Willamette Val- 
ley, Oreg., 30286 
Europe : 
Eastern— 
selected U.S.S.R. and Hastern European 
economic data, 30133 
U.S. trade with communist areas, 30131 
readiness of Air Force in Europe, GAO 
report, 30260 
European Atomic Dnergy Community, co- 
operation act, amend, report, 29883 
Buropean recovery program : 
hearin 3002 
Everett, Wash., area wage survey, 30388 
Pxcavation : 
fundamental concepts for rapid disengage- 
ment of frozen soil, phase 1, 30158 
military engineering applications of com- 
mercial explosives, introduction, 30168 
Executive departments, see Government sup- 


plies. 
Executive, Legislative, and Judicial Salaries 
—- appropriations, 1974, report, 


Executive Office of the President, appropri- 
ations 1974, report, 29885 

Dxecutive orders, see subjects. 

Executive privilege, availability of all in- 
formation to Congress, except where exec- 
utive privilege is invoked, require, hear- 
ings, 2 

Executives : 

Active Corps of Executives, one part of 
ACTION, 29594 

Federal salary act, amend— 
report, 29973 
with respect to executive salaries, hear- 


ing, 30066 
SCORE, Service Corps of Retired Execu- 
tives, one part of ACTION, 29593 
counselor's guidebook, 29592 
Exhaust emissions : 
association of automotive fuel composition 
with exhaust reactivity, 30433 
automobile gas turbine, optimum cycle se- 
lection study, final report, 29642 
exhaust emissions from uncontrolled ve- 
hicles and related equipment using in- 
ternal combustion engines, outboard 
motors, 29347 
hazard from engines rebreathing exhaust 
in confined space, 30434, 
site alteration effects from rocket exhaust 
impingement during simulated Vikin 
Mars landing, le devel t an 
physical site alteration, 30448 
Exhaust gases, see Exhaust emissions. 
Exhaust see Nozzl 
Exhibitions, international expositions, pro- 
tocol amending 1928 convention, 29951 
Expeditions, Antarctic, see Antarctic regions. 
Experimental Safety Vehicles, International 
hnical Conference, see International 
Technical Conference on Wxperimental 
Safety Vehicles. 
Experimental surgery, see Surgery. 
riments and experimentation, see sub- 


Explore! visitor’s to discovery in na- 
mal forests, 
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Explosions: 
mine roof vibrations from underground 
blasts, Pilot Knob, Mo., 30437 
rock damage from small charge blasting 
in granite, 30429 
see also Nuclear explosions. 
Explosives : 
active list of permissible explosives and 
blasting devices approved before Dec. 31, 
1972, 30414 
ecard-gap and projectile impact sensitivity 
measurements, compilation, 30418 
Federal laws relating to explosives, amend- 
ments of 1973, report, 29965 
oe engineering ——— of com- 
al explosives, introduction, 30168 
Export Import Bank of Unted States, audit 
report, 29843 
Export Management Company, EMC, your 
export department, 3012 
Exports: 
airborne, foreign trade, shipping weight 
and value, customs district and conti- 
nent calendar year 1972, report, 29788 
EMC, your export department, 26 
world area by Commodity sroupings, an- 
nual foreign trade reports, 29787 
see also names of classes of articles ex- 


ported. 
Expositions, see Exhibitions. 
Exposure, environmental exposure to non- 
fonizing radiation, 30612 
Ex-service men, see Veterans. 
Ex-service women, see Veterans. 
Extradition treaty with Italy, 29950 


¥F 


Fabrics, see Textiles. 

Fair aol standards act, see Labor stand- 
ards. 

Fairbanks, Alaska, gold-lode deposits, Fair- 
banks mining district, Central Alaska, 


3041 
Fall out, see Radioactivity. 


Families : 

families with children, programs, 30019 

family composition, census of population, 
1970, subject reports, 29708 

family income in 1969 by family charac- 
teristics for United States, 29712 

plumbing facilities by persons per room 
and by income in 1969 of families and 
peomety individuais, for United States, 


selected labor force cao of per- 
sons and families for U.S., 11 
Far East, see East (Far East i 
Farm buildings, building plans, hutches for 
rabbits, 29628 
Farm Credit Administration : 
annual report— 
departmental edition, 30209 
document edition, 29839 
Farm equipment, see Farm implements and 
machinery. 
Farm ee and machinery, 
industrial reports, 29760 
Farm machinery, see Farm implements and 
machinery. 
Farm prices, see Prices. 
Farm products, see Agricultural products. 
Farmers: 
inquiry into spread between retail food 
rices and prices received by farmers, 
earings, 29892 
limited resource farmers, proceedings of 
workshop, 30669 
Farmers Home Administration, rural rental 
housing, rural credit program, 3 
Farms: 
farm corporations, 
29617 


current 


financial analysis, 


farm population timate. 1910-70, 29685 
farm programs, end, hearings, 80000 
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Oxon Hill children’s farm, Oxon Hill, 
Maryland, 30547 
real estate market development, 30134 
FAS, see Foreign Agricultural ce. 
Fatem! Mohammad, explanato notes on 
H. Zachariasen’s eory of X-ray dif- 
pF. in ideal crystals, 
Fatigue of materials, 2 gee Strains and stresses, 
- see Federal Communications Commis- 
sion. 
FDA, see Food and Drug Administration. 
Feasibility study of in-situ source monitoring 
of particulate compositon by Raman or 
fluorescence scatter, 30185 
Fecundity, fertility of women b: 
and family income for U.S., 2971 
Federal bey see Government offices. 
Federal aid, see Grants-in-aid. 
Federal assistance rograms, Federal domes- 
tic assistance, 1973 catalog, 30401 
Federal Aviation Administration : 
FAA- ee 


RD series, 30654—65 

Federal etamdentinn Commission : 

sqpeepesesens, 1974— 

hearings, 30005 
report, 29963 

Federal ‘domestic assistance programs, see 
Federal assistance programs. 

Federal election reform, 

Federal employees, see Government officials 
and employees. 

Federal employment, see Civil service. 

a cress monitoring directory, 


education 
8 


Federal expenditures at San Clemente and 
Key Biscayne, 29893 
Federal flood insurance act, 
flood insurance. 
Federal government, see Government. 
Federal hway Administration : 
R & D highway transportation research 
and development studies, 30214 
report FHWA-RD (seri ies), 30215 
Federal Home Loan Bank Board, appropri- 
ations, 1974, nenstng®, 30005 
Federal ‘Housing Administration : 
appropriations, 1974, hearings, 30005 
definitions, policy statements and general 
rulings in ones insured mort- 
= | low ces housing programs of 


see National 


Federal comedian apes standards 
see Information storage and retriev: 
systems. 

Federal Insurance Administration : 
examination of financial statements of 

National flood insurance program, fiscal 
year 1972, GAO report, 

Federal crime insurance program revised 
quick-reference rate tables and simplified 
manual, 30217 

Federal item identification guides : 
automobiles, buses, and trucks, 30002 
badges, buttons, and insignias, 30093 
bags, envelopes, and s nipping sacks, 30094 
bearin, — 3 
bracke 6 
capacitors, fixed, 30097 
chain and wire rope, 30098 
Gove. nee and sleeves, 30099 

—— 30100 
hinges, 30101 
hose, air duct and air breathing, 80102 
laboratories and related apperatee. 80103 
medical and dental assemblies, kits, sets, 
and units, 801 
metal bars, rods, wires, sheets, plates, and 
bene, 80105 
pa breaker and rock drill accessaries, 


801 
personal Bh tolieeey oaticien, 80107 


pin, piston, 30 
pipe and tube, metallic, 30109 
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Federal item identification guides—Con. 
renee, electric, gas, and oil burning, 


> rivet caps, and collars, Federal item 
identification guide, 30111 

speed changers and components, 30112 

structural shapes, nonmetallic, 30113 

surgical catheters, drains and tubes, 30114 

terminal boards, 30115 

turnbuckles. i rcces rod ends and 

tie rods, 
valves, po poppet, "deation, 80117 


washers, 
wearing rings, 30119 

Federal bor Relations spunee, appropri- 
ations, 1974, report, 29885 

Federal land, see Public lands. 

Federal Metal and Nonmetallic Mine Safety 
Board of Review, appropriations, 1974, re- 
port, 29861 

Federal plan for natural disaster warning 
and ——— 30517 

Federal planning, see Federal assistance pro- 

Feleral 1 Power Commission, public works ap- 
propriations, 1974, report, 29993 

Federal Prison Industries, Inc., 
port, 30604 

Federal programs, see Federal assistance 
programs. 

Federal regulations, see Code of Federal 
regulations—also subjects. 

Federal reserve banks : 
authority, rules regarding delegation, 

30235 


annual re- 


open market operations, 30228 
Federal reserve member banks : 
interests on deposits, Federal 
regulation, 30232 
reserves of member banks, 
amendment, 302 
Federal Reserve System Board of Governors: 
— rules regarding delegation, 


regulation series, 30229-234 
Federal Savings and Loan Insurance Corpo- 
py appropriations, 1974, hearings, 


reserve 


regulations, 


3 

Federal service, see Civil service. 

Federal standards, 30237-2388 

Federal Trade Commission, consumer bulle- 
tins, 302389 

Federal women’s program, 30518 

Feeding the child with a ‘handicap, 30404 

Feelings, see Emotions. 

Fellowships, National biomedical research 
fellowship, traineeship, and training act, 


werthiity lity, see Fecundity. 
Fertilizers : 
estimated world fertilizer production 
od as related to future demand, 


potential fertilizers for developing coun- 
tries, 30671 
FHA, see Federal Housing Administration. 
FHLBB, see Federal Home Loan Bank Board. 
FHWA, see Federal Highway Administration. 
Fiala, ‘Alan D., determination of mass of 
soar from study of 57 Mnemosyne, 


Fibers, man-made fiber textile 
oe: agreement with Republic mee china’ 
see also names of certain plants, textiles, 
etc 


Fibrous glass, see Glass. 
Fiche index for nuclear dockets, 29673—674 


Field, Richard, water pollution and associ- 
ated effects from street salting, 30192 


Field office, processing, HUD handbook, 
80296 


Field procedures in connection with reports 
on relocation activities, 80295 
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reo canned kadota, standards for grades, 


FIIG, an Federal item identification guides. 

Files and filing (documents) : 
geographic se file system, establishing 

continuing program for electronic com- 

pusers. conference proceedin re 29725 
NIPS formatted file system (360 FF), 

user’s manual, job preparation, 3008 

Film slides, see Filmslides. 

+ ~ (metallic), see Metallic films—Thin 

ms. 

Filmslides, excerpts from 35mm slide presen- 
tation by Oi Office of Chief of Naval Opera- 
tions. 

Filters and Tisticn, application of plastic 
media trickling filters for biological nitri- 
fication systems, 30181 

Final phase 4, regulations, 30077 

Finan Martha, there lived a wicked dragon, 
environmental coloring book, 30199 

Finance: 
farm corporations, financial analysis, 

financial statements— 

National flood insurance program, fiscal 
year 1972 GAO report, 30255 

St. Lawrence Seaway Development 
Corporation, 30252 

Tennessee ae Authority, 1972 fiscal 


year, 
financial 
licenses, 
joint financial management program, an- 
nual report, 30251 
social development activities in Latin 
America promoted by Inter-American 
Foundation, fiscal year 1972, GAO re- 


30667 
eta, public television 


port, 64 
Finance Committee, Senate : 
committee prints, 30017—22 
reports, 4, 29958, 29986, 29990 
Financial assistance, see Foreign aid—also 
subjects for which grants have been made. 
Financial statements, see Finance. 
Financial statistics, see Finance. 
Fine Arts Commission, appropriations, 1974, 
report, 29861 
Finland, economic trends and their implica- 
tions for United States, 30314 
“et see Information storage anéd retrieval 
stems. 
Fire extinguishing, see Fires. 
Fires, summary of demonstration methods 
for extin ishing culm-bank fires, 649 
Firms, see Business. 
Fiscal analyses, see Finance. 
Fish and fisheries : 
annotated bibliography of cunner, Tauto- 
golabrus adspersus (Walbaum), 30542 
Buffalo River drainage basin, Tennessee 
Valley streams, their fish, bottom fauna, 
and aquatic habitat, 30672 
current fishery statistics, 30514 
fish farmers, status of warmwater fish 
farming and progress in fish farming 
research, second report, 1 
grant- -in-aid for fisheries program activ- 
ities, 30515 
New York landings, 30514 
special scientific reports, fisheries series, 


30542 
see also Wildlife. 
Fish farming, see Fish and fisheries. 
> see Fish and fisheries. 
——_ Rim, stratigraphy and preliminary 
stratigraphy of Fis —_ Rim area, Na- 
trona Count yo., 
Flames, radica. es sproaes for methane- 
oxygen-ar 5 
Flammable fabrics, see Textiles. 
rt mae er: see Inflammable materials. 
legal, summary of demonstration 
methods fs for extinguishing culm-bank fires, 
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Flight simulators, greater use of flight simu- 
lators in military pilot training can lower 
costs and increase pilot proficiency, GAO 
report, 30256 

Flood insurance, see 


ance. 
Flood relief, see Floods. 
Floods : 
Flood disaster 
29870, 29880 
killer from the hills, flash flood, 30578 
meteorological criteria for extreme floods 
for four basins in Tennessee and Cum- 
berland River watersheds, 30519 
National flood insurance program, 30299 
spring flood, 1973, Coast Guard helping 
others, 29815 
Flow: 
flow augmenting effects of additives on 
open channel flows, 
flow through wire-form 
cooled vane, 30462 
national study of streamflow data-collec- 
tion programs, 30287 
qualification of miniature internal threads 
using air flow, 29665 
technique for measuring hypersonic flow 
velocity profiles, 30457 
Fluidization, correlations of phase Sountney 
pressures of condensate fluid systems wit 
compositions modified by added butane, 


30436 

Fluids, see Body fluids. 

Fluroescence, feasibility study of in-situ 
source monitoring of pa articulate compost- 
me by Raman and fluorescence scatter, 
30 

Flutter (aircraft) : 
automated procedure for design of wing 

structures to satisfy strength and flutter 
requirements, 30456 

FNS, see Food and Nutrition Service. 

Fog, monthly climatological charts of be- 
havior of fog and low stratus at Los An- 
geles International Airport, 30537 


Hydrographic Center, 
24 


National flood insur- 


protection act, report, 


transpiration- 


Norway, 


Fog signals, 
celand and Arctic Ocean, 301 
Food: 

consumer products by design, re 


rt on 
new foods, fabrics and materials from 
agricultural research, 29618 
Food and Nutrition Information and Bdu- 
eational Materials Center, catalog, 
30466 
food retailer and PACA, 29629 
foodborne human salmonellosis, recom- 
mendations to Commissioner for con- 
trol, 30243 
free and reduced price meal handbook, 
30245 
growth and its implications for future on 
resources, environment and food sup- 
ply, hearing, 29932 
Hawaii food irradiation program, 29676 
inquiry into spread between retail food 
——- and prices received by farmers, 
earings, 29892 
storing perishable foods in home, 29623 
USDA standards for food and farm prod- 
ucts, list, 21 
we want you to know about drugs for 
food-producing animals, 30244 
world production and utilization situa- 
tion, hearings, 30003 
Food and Drug Administration, national 
heart, blood vessel, lung and blood pro- 
gram, program analysis, 30492 
Food and Nutrition Information and Hdu- 
cational Materials Center, catalog, 30466 
a Nutrition Service, FNS series, 


Food processing, pollution control costs and 
research priorities in animal slaughtering 
and processing industries, 99 

Footwear, see Boots and shoes. 
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Ford, E. J., jr., Revision of genus Petalium 
LeConte in United States, Greater Antilles, 
a Bahamas (Coleoptera :Anobiidae), 


Forecasts : 

ecological forecasting and optimizing of 
biosphere, USSR study, 30362 

precipitation at Bakersfield, Calif., using 
pressure gradient vectors, 30539 

statistical method of combining synoptic 
and empirical tropical cyclone predic- 
tion systems, 30533 

updating of numerical precipitation guid- 
ance, 30534 

see also Weather forecasts. 

Foreign Affairs Committee, House: 
committee prints, 29905-—907, 29909 
hearings, 29903—904, 29908. 29910 
programs and activities scheduled to ter- 

minate during 93d Congress, 

Foreign ———— Agency, biographic reg- 
ister, 643 

Foreign Agricultural Service, miscellaneous, 
FAS-M series, 30246 

Foreign aid: 

a 


to bilateral economic aid, 


American foreign policy in economic and 
political relationships with Organiza- 
tion of American States and Latin 
America, 30648 

assistance to Cambodia, 30006 

economic assistance, agreement with 
Japan, postwar, final settlement of ob- 
ligations, 30653 

Foreign assistance act, section-by-section 
analysis of proposed amendments, 29907 

noe relief aid, hearings, 30026 

oes ation program assistance, ald to de- 
veloping countries by Uni ted States 
other nations, and international and 
private agencies, 

summary of United States aid to Jordan, 

O report, 30265 

U.S. agreements with and asssitance to 
free world forces in Southeast Asia show 
need for improved ogee to Congress 
on their status, GAO report, 3026 

U.S. development ‘aid, reorganization, com- 
parison and cummary analysis of some 


v8: foreign 2990 
—e aid to education, Does Brazil 
GAO report, 30267 
Foreign & Laken see Foreign aid—Military 

aid. 


Foreign commerce, see Commerce. 
~~ countries : 
ckground notes, 30642 
} economic trends and their impli- 
eations for United States, BT series, 
30312-318 
recent educational policy and legislative 
development abroad, 30151 
Soviet sea power presence, 30585 
youth travel abroad, what to know before 
‘ou go, 30646 
Foreign policy, see International relations. 


Foreign relations, see ae neg nd a 


Foreign Relations Committee, Sen 
bey me rints, 30023-25, 30027, ‘30029, 
hearings, 30026, 30028, 30030, 30033 
historical series 30026, 30028, 300383 
reports, 29961, 399 

Foreign service, departmental and foreign 
service series, 3 3-644 

Foreign Service Institute, Russian, active 
introduction, 30651 

Foreign trade, see Commerce—aleo names of 
countries. 

Foreign visitor arrivals, 30679 

Forests and forestry 
forest inventory statistics Carter-Johnson 

County unit, northeast Tennessee, 8 

forestry bulletins, 30671 
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Forms, blanks, etc., blank forms and other 
ty ntable ‘works, general informa- 
tion, 
see also a ects. 

Fort Worth, Tex., Lone Star Gas Company, 

Fort Worth, Tex., pipeline accident re- 
port, 30568 

4th entitlement period allocations with ad- 

seqtmente for entitlement periods 1, 2, & 


30673 
Fox,” 'R.D., reconditions and reuse of or- 
ganically contaminated waste sodium 
chloride brines, 30182 
Fraas, Foster, alternating current matrix- 
type separator, 30424 
Fracture of metals : 
dynamic tear testing, method for % inch 
— materials, military standard, 


review of plane-stress fracture mechanics 
parameter Ke determined using center- 
cracked tension specimen, 3058: 
Fractures : 
fracturing in zone around blasthole, White 
Pine, Mich., 30430 
strengthening of fractured rock pillars by 
use of small radial reinforcement pres- 
sures, 30432 
France, some French initiatives in a 
Toh and culturally disadvantag 
1 


Franklin Delano Roosevelt Memorial Com- 
mission, appropriations, 1974, report, 
29861 

Fraud, fraud and corruption in management 
of military club systems, 30034 

Free and reduced price meal handbook, 30245 

Freedom, see Liberty. 

Freedom of Information Commission, estab- 
lish, hearings, 29914 

Freeze and phase 4, 30079 

Freeze, economic stabilization program, 30078 

<a cars: 

Dee oan nant for broad gauge freight 
cars, USSR study, 30358 

shortage, hearings, 29926 

Frequencies : 

HCN lasers, frequency and phase stabili- 
zation by locking to synthesized refer- 
ence, 30473 

investigation of alkaline phosphatase ac- 
tivity in persons dealing with electro- 
magnetic emission generators or high, 
ultra-high and superhigh frequency, 
USSR study, 30357 

see also Radio frequencies. 

Freund, G. A., topical meeting on water- 
reactor safety papers, 29669 

Friction, auger analysis of oxygen and sulfur 
interactions with various metals and effect 
of sliding on these interactions, 30461 

Frozen foods, home care of purchased frozen 
foods 2 

Frozen ground, 

rapid disengagement of frozen so 

80158 


fundamental concepts for 
» Dhase 
Fruit : 
cocktail, canned, standards for grades, 
29608 
for salad, standards for grades, 29609 
Fruit cocktail, see Fruit. 
Fruits, see Fruit. 
Fuel: 
electrical conductivit of hy - of hot 
powdered fuel, USSR study, 368 
emergency fuels and energy - a 
hearing, 30041 
hydrocarbon, flammability properties, 
30593 
Fuel gas, see Gas. 
Fuel ofl, see Petroleum as fuel. 
Fundamental concepts for > % disengage- 
ment of frozen soil, phase 1, 30158 
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Fund 
Riebwas funds, allow States and localities 
more flexibility in utilizing funds to im- 
grove. efficiency of highways, hearings, 


unded funds, President must notify 
ongress and provide procedure for 
showing disapproval and rectifying such 
impoundments, hearings, 29936 
legislation needed to simplify Federal 
funding of State aes securit. 
agencies’ administrative expenses, GA 
report, 30257 
Furniture, wood household furniture, except 
upholstered, yd wage survey, 30392 
Future direction of U.S. policy toward South- 
ern Rhodesia, 29904 
Futures, see Commodity exchanges. 


G 


Gach Saran, Iran, compound type separation 
and Gacecerae studies for 370° to 535° 
C boiling distillate of Gach hen Iran, 
crude oil, 30441 

Gadway, Charles J., reference materials, 
theme 4, reading, 30145 

Geom, > Ese wrench opening, Federal stand- 
ard 

Gales, Donald M., monthly climatological 
charts of behavior of fog and low stratus 
<. cee Angeles International Airport, 

Game and game birds, see Wildlife. 

Gamma rays: 
gamma induced low temperature oxidation 

of textile effluents, study, 30193 
photonuclear activation analysis with GE 
detectors, compilations, 30594, 


Gamma spectrometers, see Spectrometers. 
Gap switches, see Electric switches. 
Gardening, see Gardens. 

bar * home and garden bulletins, 29622- 


im 


Gartrell, Luther R., technique for measuring 
hypersonic flow velocity profiles, 30457 


Gas: 

Equitable Gas Company, natural gas dis- 
tribution system, Pittsburgh, Pa., pipe- 
line accident report, 30567 

recent developments in desulfurization of 


fuel oil and waste gas in Japan, 30187 
SEC disclosure system, real estate ‘and oil 
and gas (address), 

Gas and oil engines, see Engines. 

Gas stoves, see Stoves. 

Gas turbines, see Turbines. 

Gases : 
neuer. current industrial reports, 
sulfur dioxide, its chemistry as related to 

methods for removing it from waste 
gases, 30419 
Gasoline: 


gasoline shortage, national perspective, 


motor, winter, 1972-73, petroleum prod- 
ucts survey, 30421 
GATT, see General agreement on tariffs and 
trade. 
Gauges, see Gages. 
General Accounting Office 
appropriations, 1974 iegislative, report, 


Comptroller General, decisions, July 1, 
1971-June 30, 1972, bound volume, 
—, 


reports to Congress, by Comptroller Gen- 
oral of United States, 30252-268 
General agreement on tariffs and trade, Bx- 
ecutive Branch GATT study, GATT provi- 
— on compensation and retaliation, 
3001 
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Geperal information concerning patents, 
General Services Administration, procedures 
for implementation of memorandum of 
seseeetansing between HUD and GSA, 


Generators, see Electric generators. 
Geographic divisions and States, employment 
and population changes, 84 
Geographic mobility, mobility for States and 
nation, 1970, census of population, 29707 
Geography : 
computerized geographic coding, series GE 
60, 29725 
oo base file system, establishing 
continuing program for electronic com- 
puters, conference proceedings, 29725 
Geohydrology, see Hydrogeology. 
Geological Survey : 
bulletins, 30269-—270 
circulars, 30271 
professional papers, 30272—283 
water supply paper, 30285-288 
Geology : 
geologic factors causing roof instability 
and methane emission problems, 3044 
Soviet-American working group on remote 
sensing of natural environment from 
space giving geologic interpretation of 
images of earth, 30364 
stratigraphy and geologic history of Mon- 
tana Group and equivalent rocks, Mon- 
tana, Wyoming, and North and South 
Dakota, 30281 
structural geology of Santa Rita Moun- 
tains, southeast of Tucson, Ariz., 30277 
see also Stratigraphy. 
Geomagnetism, see Terrestrial magnetism. 
Geometry, review of plane-stress fracture 
mechanics parameter Ke determined using 
center-cracked tension specimen, 30589 
Geophysics : 
collected data reports on Aug. 1972 solar- 
terrestrial events, 30174 
data on solar-geophysical activity associ- 
ated with major ground level cosmic ray 
events of Jan. 24 and Sept. 1, 1971, 
30172 
geophysical field investigations (series), 
30275 
geophysical studies in Yuma area, Ariz. 
and Calif., 30275 
regional eophysical investigations in 
central Colorado Plateau, 30276 
Solar-Terrestrial Physics, report UAG 
series, 30172—174 
Georgia, county business patterns, 29732 
Geostationary satellite position and attitude 
determination using picture landmarks 


German, DB. R., occurrence and distribution of 
selected metals in streams near Hunts- 
ville, Ala., 30271 

Get your blood pressure taken before your 
number’s up, 30510 

Ghana, Ivory Coast boundary, study, 30650 

Gill, J. R., stratigraphy and geology history 
of Montana Group and equivalent rocks, 
Montana Wyoming, and North and South 
Dakota, 30281 

Gimbals, analysis of errors of 
ertial navigation system, 
30355 


mballess in- 
SSR study, 


Girdles, brassieres, girdles and allied r- 
ments, current industrial reports, 29756 

Girls, body measurements for sizing of 
girls’ apparel, 30477 

Girls’ clothing, see Clothing. 

Glaser, Edward M., productive employment 
of disadvan ’ ideli: 
fon, “sonee taged, guidelines for ac- 


Glass, fibrous, 
sor e1 current industrial reports, 
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technical 


Glassware, consumer, scientifi 
2, current 


and industrial glassware, 1 
industrial report, 29758 
Global market survey, 30319 
Glomar Challenger cg venee) 
leg 18 of cruises, May vy A 1971, Hono- 
lulu, Hawaii to Kodiak, Alaska, 30553 
Gloves : 
and mittee, 2008, current industrial re- 
rts, 
gloves, mittens, and sleeves, Federal item 
identification guide, 3 
bm + discharges, see Electric discharges. 


gold-lode deposits, Fairbanks mining dis- 
trict, Central Alaska, 30417 


placer— 
deposits of Alaska, 30270 
gold deposits of Utah, 30269 
Gordon, C , STOL ride control feasibility 
study, 30453 
Government: 
aircraft noise impact. 
for local agencies, 3 
Federal— 
first annual report of the President 


30602 

role, destination USA, 30557 

textbook on citizenship, BMnglish and 
State government, home study course 


303038 
paper specification standards, 29946 
population, distribution, and policy, 30601 
relationship between legislative and ex- 
ecutive branches of Government and 
Eeonomic opportunity act, United States 
District Court opinion and order. 29902 
State action on local problems, 1972, in- 
formation, report, 29599 
Government contracts: 
better management needed in civil agen 
cies over selection of in-house or con- 
tract performance of support activities 
GAO report, 30253 
cost escalation in defense procurement 
contracts and military ture, 29894 
publications and final Ro 8 on contracts 
and grants, 1971-—N , 30529 
R&D highway transportation research and 
development studies, 30214 
Renegotiation act of 1951— 
administration’s request for 2 year ex 
tension, 29945 
and Renegotiation Board proposal for 
extension, 29043 
extend, 30021 
Government National Mortgage Corporation 
appropriations, 1974, hearings, 300070 
Government offices : 
automation and Federal library commu- 
nity, report on survey, 30398 
better management needed 
cies over selection of - 
tract performance of support activities 
GAO report, 30258 
Federal agencies and black colleges, 30218 
summer jobs in Federal agencies, opera 
tions manual, 29812 
see also Government supplies. 
Government officials and employees : 
complaint filing guide, how to file unfair 
labor practice complaint under Hxecu- 
tive order 11491 in Federal service. 


lanning guidelines 
293 


30382 

displaced omgiogse program, questions and 
answers, 2: 

Federal re 


group life insurance program, Civil 
Service Commission evaluation, 29934 


a poston, 29807 
eral sector, where we are, 
may be ing, implications 


agers, 
interagency trainin rograms, auditor, 
training center, bulletin. 29819 


where we 
for man- 
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Government officials and employees—Con. 
negotia equality for Sootal employees 
and uniformity in labor relations, 


procedures for SS of memo- 
randum of understanding between HUD 
and GSA, 30298 
severance pay, what it is, 29811 
see also names of departments, etc., where 
employed. 
Government rations Committee, House : 
hearings, 11-916 
reports, 29852-6523 
Government Operations Committee, Senate: 
committee prints, 3 
hearings, 30034—035 30087-0388 
studies and investigation, authorization 
and expenses, report, 29971 
Government ey em see Periodicals, 


Government no 
ae, 2 74, ‘Tegialative, report, 
erroneous payments of pay or allowances 
to certain em ~ ees waiver of U.S 
claims, report 
functions of , LL. omen, ~ #° dis 
cers 


bursing officer, and certifyin 
and employees, ae a “States 


Codes aaeree, 
Style manual, word "Stelsh ~h Gaadenent 
bo289 
= lists, Public 


Government publications, 
L series, 30605- 


Documents Department 
608 


see aleo subjects. 
Government regulation and control: 
eae stabilization program freeze 
Phase 3, sogmattens, questions and 
——7 
phase 4, 30079 
Government reorganization plans: 
Customs Bureau, inspection of persons and 
documents, at "U.S. ports of entry, 29852 
Drug Enforcement dministration, plan 
2, of 1973, report, 29852 
Federal standards, 


Government supplies, 
30237-2388 
Grade cross , see Railroad crossings. 
Gradient (ma vematics) : 


forecasting precipitation at Bakersfield, 
oy using pressure gradient vectors, 


Grading of commercial products, see names 

of ucts. 

Grand Canyon National Park, South Rim 
general information, 

Grand Valier, Colo., refraction, surveys in 
Colorado, 0522 
Granite, rock damage from small charge 

blasting in granite, 30429 
Grants, N.Mex., my Arr of uranium-mill 
effluent by well on in Grants area, 
Valencia County, N.Mex., 2 
Grants-in- ~~ a ag for fisheries pro- 
80515 


gram a 
sce also zy «( for avhich grants have 

been made. 
ey Indian aan Eiver grapefruit promo- 


Grapes, ae standards for grades, 29610 
Graphic methods, American Revolution Bi- 
centennial symbol, guidelines for author- 
ized usage, official graphics standards, 
Gravimetry, comparison of firable dust 
concentrations measured wi MRB and 
modified personal gravimetric sampling 
equipment, 30442 
Orin lains itati enh t 
DP P' on ancemen 
pro: gltnieery planning docu- 


ment, ° 
research, 80202 
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Greater A. . of flight simulators in military 
pilot training can lower costs and increase 
Pa. ‘ilot proficiency, 30256 

egislative o s of Truman Doc- 
“trims to provide aid, executive session 
hearin, ngs, 8 
Green ver formation, X-ray mineralogy 
of Parachute Creek member, Green River 
Sey = in northern Piceance Creek 
» Colo., 30282 

orna” Fla., truck-automobile collision in- 

volving spilled methyl bromide on U.S. 90, 
highway accident, report, 30560 

Groceries, cost comparison of high and low 
by in modern grocery warehouses, 

Groemping, Franz A., annual earni and 
employment patterns of private nonagri- 
cultural employees 

Ground water, see Water. 

Group insurance, see Life insurance. 

Growing up in America, bac’ — to con- 
ype drug abuse, 80; 

Growt 

and its implications for future on re- 
sources, environment and food supply, 
hearing, 29932 

growth and survival of northern plants at 
low soil temperature, growth nse, 
—— — ; ents, and ammonium utili- 
zatio 

GSA, see "General Services Administration. 

Guam, general information, 30306 

Guatemala, map, 29794 

Guinea, Sierra Leone, 
30649 


Gulf Coast, environmental guide for U.S. 
Gulf Coast, 30482 

Gusts, see Winds. 

ba! > moths, help destroy gypsy moths, 


boundary, study, 


Gyrosco} 
gyro stremente, USSR study, 30365 
gyroscope deviations and imbalance, USSR 
study, 30346 


Haas, Larry, A., sulfur dioxide, its chemistry 
as related to methods for removing it from 
waste gases, 30419 

Haftka, Raphael T., automated procedure 
for design to wing structures to satisfy 
strength and flutter requirements, 30456 

Hales, John B., Jr., study of radar echo dis- 
—— in Arizona during July and Aug., 


Hamann, John A., improved methods and 
equipment for boning turkeys, 29615 
Hamersma, J. W., chemical desulfarization 
~4 coal. report of bench-scale developments, 
Handbooks, see names of ee etc., 
issuing handbooks—also 
Handicapped : 
Educa of handicapped act amendments, 
hearings, 29899 
Federal assistance to State and agencies 
- a i training in rehabilitation 
o 
feeding the child with a handicap, 30404 
Wagner-O’Day act, amend, repo 853 
aoe Federal item identification guide, 


Han clean hands. 

wash hands, 30241 

Harbors, Offshore marine environment pro- 
tection act, hearings, 30015 

Hardesty, Geo K. C., NAVSHIPS display 
illumination oie ide introduction to 
light and color 

Hardy, Susan B., 1972 boundary and annex- 
ation survey, 29786 


manos limpias, how to 
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Hare, Charles T., 
uncontrolled vehicles and related 
ment using internal combustion en 
outboard motors, 29647 

Harris, Deane, Census Bureau methodologi- 
eal research, papers and reports, list, 
29688 

Hartranft, George, TACAN-—DMB false dis- 
tance lock-on, 30654 

Hasbrouck, . P., Amchitka geopiezomag- 
netic experiment, 30541 

Hawaii: 
food irradiation program, 29676 
1970 census of population, characteristics 

of population, 29700 

Hazardous occupations, see Occupations. 

Hazardous substances : 

Federal hazardous substances act, amend, 
report, 29879 

opportunity for AEC to improve its pro- 
cedures for making sure that containers 
used for transporting radioactive ma- 
terials are safe, GAO report, 30258 

packaging and handling for military air- 
craft transportation, Air Force manual, 
29652 

Railroad safety and hazardous materials 
control act, amend, report, 

Transportation control act, amend, report, 
2985 

Hazards: 
hazard from engines rebreathing exhaust 

in confined space, 3 
jet blast hazards, special study, 30566 

Health: 

education programs, Department of Medi- 
cine and Surgery, Veterans’ Administra- 
tion, 30680 

environmental exposure 
radiation, 30612 

environmental healthfulness for migrant 
workers, hearings, 29924 

health screening and treatment for chil- 
dren through medicaid, 30405 

health services in rural America, 29619 

occupational safety and health, maritime 
standards and interpretations, 30599 

protecting health of coal miners, intra- 
agency approach, 30500 

public health bibliography series, 30610 

Public health cigarette smoking act, 
amend, text and background informa- 
tion, 29929 

requirements and regulations governing 
interstate and international movement 
of livestock and poultry, State-Federal, 
29655 

smoking and health, bibliography, 30610 

social and health indicators system— 
census use study, 29723 

Los Angeles, census use study, 29722 

statistics, data from national health sur- 
vey, 30481 

vital and health statistics series, current 
listing and topical index, 1962-72, 
30479 

Health, Education, and Welfare Department, 
appropriations, 1974, reports, 29861, 29885 

Health insurance, digest of health and insur- 
ance plans, 1971 edition, 30394 

Health personnel, see Madical personnel. 

Health professions, see Medical personnel. 

Health Services and Mental Health Admin 
istration, national heart, blood vessel, lung 
and blood program, program analysis, 
30492 

Hearing, adaptation to displaced hearing, 
non-proprioceptive change, 30407 

Heart: 
national heart, 

blood program— 
National eart and Lung Advisory 
uncil, 88 


sue. 
program analysis, 30491—492 


exhaust emissions from 
uip- 
nes, 


to nonionizing 


blood vessel, lung and 
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Heart diseases, sugar in diet, diabetes, and 
heart diseases, hearings, 30063 

Heat flux, see Heat transfer. 

Heat transfer: 


extended hydrodynamic theory of peak 


y 
and minimum pool boiling heat fluxes, 
30451 


methods for calculating thermal parame- 
i cooling towers, USSR study, 


Heavy water reactors, see Reactors (atomic). 

Helicopters, helicopter gust response in- 
cluding unsteady aerodynamic stall ef- 
fects, 29663 

Helium, ionic and neutral reactions in glow 
discharges of He-SOzeCO mixture, 30425 

Help destroy gypsy moths, 29631 

Hemisphere, estern, Western Hemisphere 
immigration, hearin 9930 

Hempstead, County, rk., water resources 
of Hempstead, Lafayette, Little River, 
Miller, and Nevada Counties, Ark., 30285 

Henderson, Madeline : 
automation and Federal library com- 

munity, re wapest on survey, 30398 
interactive bibliographic systems, 29668 

Hendrickson, Thomas N., treatment of com- 
plex cyanide compounds for reuse or dis- 
posal, 30195 

—_ a poodtetiation enhancement proy 

, preliminary planning document, 30201 

High’ plains precipitation enhancement re- 
search peoieet preliminary planning docu- 
ment, 

High A ry 
directory of schools with occupational pro- 

grams, public-nonpublic— 
postsecondary, 301 
secondary, 30136 
multi-ethnic literature in high school, 
mental health tool, 30508 

Highway Beautification Committee, appro- 
priation 1974, authorization, report, 29995 

Highway motor vehicles, see Motor vehicles. 

Highway-railroad grade crossings, see Rail- 
road crossings 

Highway eafety, see Safety of life. 

Highways, see Roads and highways. 

Hill Burton program, hospital survey and 
construction act, history of program and 
current problems and issues, 3 

or Federal item identification guide, 


Hinkley, E. David, development of in-situ 
prototype diode ‘laser system to monitor 
Os across stack, 84 
Historical series, 30026, 30028, 30033 
Holding companies, bankers and the bank 
holding company (remarks), 30226 
Hole distribution (mechanics) : 
qualification of miniature internal threads 
using air flow, 29665 
Hollinger, James P., measurements of dis- 
tribution and volume of sea-surface oil 
spills, using multifrequency microwave 
radiometry, 30590 
Home care of purchased frozen foods, 29622 
Home economics : 
home and garden bulletins, 29622—623 
homemakers’ opinions about dairy products 
and imitations nationwide survey, 29625 
storin perishable foods in home, 28623 
Homemaking, see Home economics. 
Homeowners, see Homes. 
Homes, income of homeowners of mo rtgaged 
properties oe acquired in 1967-71, United 
tates, 296 
Hoover, Thomas B., | ee determi- 
nation of NTA, 80191 
Ho a Sewell H., brackish water clam 
ngia cuneata as indicator of ecological 
effects of salinity changes in coastal 
waters, 30164 
Hornbeck, Bernice M., knits in Western 
Burope, their impact. on cotton, 80246 


Page 101 





Inpex 


Hose, hose, air duct and air breathing, Fed- 
eral item identification guide, 3010 

Hospital apparatus and supplies, selected 
references on hospital equipment, 30290 

Hospitals, Hill-Burton hospital survey and 
construction act, history of program and 
current problems and issues, 3 

Hours of labor, how to keep time and pay 
records, under Fair labor standards act, 
30682 

House Administration Committee, 
report, 29864 

House of Representatives: 
epgeegecat ons, 1974 legislative, report, 

991 


House, 


committee crganinetie® hearings, 29896 
documents, 29837—844 
reports— 
peivete pitts, 29845 
public bills, '29846-891 
Households, household money income in 1972 
and selected social and economic charac- 
teristics of households, 29782 
see also Families. 
Houses : 
deterrence of crime in and around resi- 
dences, 30376 
occupation and residence in 1965 statis- 
tics compared with census of popula- 
tion 1970, 29710, 29717 
recent = ases of cars, houses and other 
durables and expectations to buy dur- 
ing months, ahead, survey data, 29783 
Housing : 
census, 1970— 
components of inventory change, 29690— 


6 

publication and computer tape program 
list, 29719 

space utilization of housing inventory, 
29698 


3 

subject reports, 29693-694 

code of Federal regulations, 30222 

definitions, policy statements and gen 
eral rulings in administering insured 
mortgage and low-rent housing pro 

ams of HUD—FHA, 30297 

des and development of housing sys 
tems for Operation Breakthrough, phase 
1, feedback, 30294 

monetary policy, - a flows, and avail 
seat of housing finance (remarks). 


oversight on housing and urban develop 
ment programs, hearings, 30010 

procedures for implementation of memo- 
randum of _—_— ng between HUD 
and GSA 8 

rural rental i rural credit program, 


29633 
ae one Urban Development Depart- 
“Whearings, 30 1974— 


oorte 29857, 29968 
definitions, policy statements and general 
——. in , —— a a 
mor an ow-ren ou ro 
grams of HUD-FHA, 30297 - 
examination of financial statements of Na 
tional flood insurance fiscal 
ear 1972, GAO report, 3 
field office, processin Let a plicants, 30296 
HUD handbooks, 30: 5-298 
procedures for 1. -.a of memo- 
randum of eeeunntng between HUD 
and GSA, 3029 
Hovercraft, see Air ae vehicles. 
Hovious, J. C., identification and contro] of 
petrochemical pollutants inhibitory to 
anaerobic processes, 30180 
How to keep time and pay records unde: 
Fair labor standards act, 80682 
How to sell to United States Department of 
Commerce, 29818 
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HSMHA, see Health Services and Mental 
Health Administration. 

Hubbell, D. W., distribution of radionuclides 
in bottom sediments of Columbia River 
estuary, 30273 

HUD, see Housing and Urban Developnent 
Department. 

Hud. Richard A., temporary detention of 
storm and combined sew in natural 

underground formations, 30190 

Hull William L., conceptual framework for 
diffusion of innovations in vocational and 
technical education, 30501 

Human engineering, bei 7 principles 
and recommendations 

Human race, see Man. 

_———" 1 cal maximum 
humidity ey 29667 

Hungar 1. Ww 

Huntsvill e, Ala., aimenes and distribution 
of selected metals in streams, near Hunts- 
ville, Ala., 3 

Hurricanes : 
hurricane research progress r 
on role of erganisats onal peri in’ NReE 

circulary symmetric hurricane model, 


30525 
Husbands and wives 
age at ist marriage, 1970, census of popu- 
lation, 09 
young marrieds, 29791 
Hutchison, Marilyn K., protecting health of 
coal miners interage a 30500 
Hydraulic brakes, see Bra 
Hydro carbons, fuels, flammability proper- 
ties, 30598 
Hydrodynamics, extended hydrodynami- 
theory of peak and minimum pool boiling 
heat fluxes, 30451 
Hydrogen sulfide, sulfur dioxide emission 
control by h regen sulfide reaction in 
aqueous solu ion, citrate system, 30443 
Mpeghyaroke f t f Pah 
ove — ro of eastern part o ‘ahute 
ogy of test site, Nye County 
—. ” 30274 


geophysical studies in Yuma area, Ariz 
and Calif., 30275 
nyeemeeee eT. hydrometorological re- 
, reactivity of ppeeunge radical in 
aqueous solutions, 3047 
Hypercapnia, Bohr effect in chronic hyper- 
capnia, 
Hypersonic flow, see Flow. 


I 
Ice : 
aircraft microwave measurement of ice in 
1, some preliminary 
results, 30528 


water pollution and associated effects from 
street salting, 30192 

Iceland, lights and fog signals, 30124 

Identifica and control of petrochemical 
pollutants inhibitory to anaerobic pro- 
cesses, 80 

If you really want an education, 29653 

Igneous rocks, and related mineral de 
of Barker quadrangle, Little Belt 
tains, Mont., 30279 

Illinois Central Railroad, accident report 
30569 


its 
oun- 


Illumination, see Lights and lighting. 
Images, image converter based on multi- 
er semiconductor-dielectric structures 
SR study, 30342 
Imlay, Ralph W., Middle Jurassic (Bajo 
=. ammonites from Bastern Oregon 
Immigration and emigration. Western Hemi- 
sphere immigration, i 29930 
Immigration hazardous occupa- 
tion classification for civil areviee ret re 
ment purposes report, 29860 
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Immunology, conference and workshop on 
cellular immune reactions to human 
tumor-associated antigens, 30478 

Impact, card-gap and projectile impact sensi- 
tivity measurements, compilation, 30418 

Impedance, acoustic impedance of curved 
multilayered duct liners, 30458 

— and reporting and review, 


6 
In-process pollution abatement, 30661, 30663 
Incentive awards, see Rewards (prizes, etc.). 
Income : 
consumer income, series, 29782 
family income in 1969 by —y | charac 
teristics for United States, 12 
homeowners of mortgaged properties ac- 
quired in 1967—71, United States. 29696 
household money income in 1972 and 
selected social and economic characteris- 
tics of households, 29782 
law, relief from real property taxes, hear- 
ings, 30038 
plumbing facilities by persons per room and 
by income in 1969 of families and pri- 
mary individuals, for United States 


29695 
studies in public welfare, income-tested 
social benefits in New York, adequacy, 
incentives and equity, 835 
Income tax, tax return preparation, Inter 
nal Revenue Service and commercial re- 
turn and preparer, hearing, 29916 
Indexes : 
AMC publications and blank forms, 29658 
Census Bureau, methodological research, 
1963-71, key word subject index, 29687 
design manual, cumulative index, 30582 
ae ae for nuclear dockets, 29673- 


industries and occupations, 1970 census, 
classified, 29705 

National Labor Relations Board, decisions 
and related decisions, classified index, 


30511 
vital and health statistics series, current 
listing and topical index, 1962-72, 30479 

Indian Claims Commission : 
appropriations, 1974, report, 29861 
providing for distribution of funds appro- 

priated in satisfaction of certain judg- 
ments, report, 29877 

Indian lands, see names of Indian tribes or 
reservations. 

Indian Opportunity, National Council on, 
oe National Council on Indian Opportun- 
ty. 

Indian River County, Fla., promotion and ad 
vyertising of Indian River grapefruit under 
marketing orders, amend, report, 29959 

Indiana Dunes National Lakeshore, genera] 
information, 30546 

Indians, Indian tribes, Alaska native vil- 
lages, payment listings by county, entitle- 
ment period 3, 4th payment, 30674 

Indicators : 
social and health 

census use study, 
Los Angeles, 29722 

Indochina. relief and rehabilitation of war 
victims in Indochina, hearing, 30053 

Indonesia, map, 29796 

Industrial education, 
tion. 

Industrial mobilization, see Industry. 

Industrial relations : 

—— filing guide, how to file unfair 
labor practice complaint under Execu- 
Sire, goer 11491, in Federal service, 


employer contributions to jointl 
tered trust funds establish by labor 
organizations to defray costs of legal 
services, report, 78 

joint labor-management trust funds for 
legal services authorize, report, 29989 


a system, 


see Technical educa- 


adminis- 
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Industrial relations—Continued 
jurisdiction guide in administration of Na- 
tional labor relations act, 12 
Labor-management relations— 
act, amend, report, 29878 
Federal service, hearing, 30067 
eo equality for possal employees 
and uniformity in labor relations, hear- 
ings, 29933 
Industrial standards, see Safety of life. 
Industrial wastes: 
background information for proposed new 
source performance standards, 29643 
in-process pollution abatement— 
metal-finishing facilities, 30661 
poultry-processing facilities, 30663 
——— of poultry processing wastes, 


sulfur dioxide emission control by hydro- 
gen sulfide reaction in aqueous solution, 
citrate system, 30443 
tertiary treatment of combined domestic 
and industrial wastes, 3018 
upgrading metal-finishing facilities to re- 
duce pollution (series), 30661—662 
upgrading poultry-processing facilities to 
reduce pollution (series), 30663-665 
waste treatment— 
metal-finishing facilities, 30662 
poultry-processing facilities, 30665 
Industries, see Industry—also names of in- 
dustries. 
Industry : 
age and earnings by industry for U.S., 
supplementary report, 29713 
current industrial reports, 29754—-775 
emergency plan for industrial mobiliza- 
tion, 30132 
index of industries and occupations, 1970, 
classified, 29705 
see also names or types of industry. 
Industry wage survey, see Wages. 


Inertial guidance : 
analysis of errors of gimballess inertial 
navigation system, USSR study, 30355 
inertial navigation, USSR study, 30372 
Inertial navigation, see Inertial guidance. 
Inflammable materials, flammability, proper- 
ties of hydrocarbon fuels, 30593 
Information, see Public information. 
Information bulletins, see names of depart- 
ments, etc., issuing bulletins. 
Information centers, see Information serv- 


Information interchange, see Information 
storage and retrieval systems. 
Information poops, see Information 
storage and retrieval systems. 
Information services : 
Federal information processin 
ublications, FIPS pubs, 3 
information and referral services, reach- 
ing out to the aged with community 
services, 29600 
see also Information storage and retrieval 
systems. 
Information storage and retrieval systems: 
automated engineering document prepara- 
tion system, military standard, mate- 
rials, 30121 
conceptual framework for diffusion of in- 
novations in vocational and technical 
education, 30501 
controlled accessibility bibliography. 30476 
Federal information processes standards 
ublications, FIPS pubs, 30468 
information utilization by vocational edu- 
eators, 30 
interactive 


standards 


5 

ge systems, forum 

proceedings, 29668 

introduction to botanical type specimen 
register, 30631 

national emissions data system control 
device workbook, 29650 
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Information storage and retrieval systems— 


ntinu 
national heart, blood vessel, lun 
blood program, program analysis, 


and 
0491-— 


492 
National Military Command System in- 
formation processing system 360 for- 
— file system (NIPS 360 FFS), 
0084-8' 
NIPS - ygmaes file system, user’s man- 
ual— 
error codes, 30086 
job preparation, 30085 
terminal processing (TP), 30084 
recorded magnetic tape for information 
interchange (800 CPI, NRZI), 30468 
synthetic pnvmete profiling system 
(SYNBAPS), 30584 
Information utilization by vocational educa- 
tors, 30502 
Ingots, see Brass—Bronze. 
Injection wells, see Wells. 
Injuries, injury experience in coal mining, 


30416 
Insignia, Federal item identification guide, 
30093 


0 
Inspection (industrial) : 
warehouse-man’s sample- -lot inspection 
service, questions and answers, 29602 
see also names of articles, etc., inspected. 
Inspectors, see Immigration inspectors. 
Installations (military) : 
fraud and corruption in peqncqunent of 
military club systems, 30034 
port aera in theater of operations, 
Institutions, role of institutional investors 
in stock market, 30020 
Ensizeegente, gyro instruments, USSR study, 


303 
Insulation, wire and cable, current industrial 
reports, 29766 
Insurance : 
Federal crime insurance preerem revised 
uick-reference rate tables and simpli- 
ed manual, 30217 
National flood insurance program, 30299 
see also types of insurance. 
Interactive bi bliographic systems, 29668 
Interagency Auditor Training Center bul- 
letin, 1974 fiscal year, 29819 
Interagency Committee on Handicapped Em- 
ployees, establish, report, 29987 
Interagency training programs, see Govern- 
ment officials and employees. 
Inter-American Foundation, social develop- 
ment activities in Latin America, fiscal 
year 1972, GAO report, 30264 
Inter-American republics, see American re- 
publics 
Interest rates, see Interest and usury. 
Interest and usury, interests on deposits, 
Federal reserve regulation, 30232 
Interfaces, organizing interface of hardware 
of local data control systems with M—6000 
ASVT-—M computer complex, USSR study, 
30337 
Intergovernmental relations, State action on 
—. —- 1972, information report, 
Interior and Insular Affairs Committee, 
ouse : 
hearings, 20917-—919 
reports, 29845, 29875-877, 29884 
Interior and Insular Affairs Committee, 
Senate: 
committee prints, 30042-4838, 30045, 30047 
hearings, 3 0, 30041, 30044, 30046 
Interior Department : 
appropirations, 1974, report, 29861 
Assistant Secretary for Indian Affairs, es- 
tablish, report, 75 
authorizing ecretary of Interior to sell 
reserved mineral interests of United 
States in certain land in Missouri to 
Grace F. Sisler, 29845 
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Interior De; ent—Contin 


bli =a lati 1974, report, 
public works appropriations, r 
29993 


Internal combustion engines, see Dngines. 
Internal Revenue Service, tax return —~ 
ration, Internal Revenue Service an 
mercial return reparer, wrote 29916 
Internal Revenue Taxation, Joint Committee, 
committee print, 5 
Internal security, see National security. 
Internal Security Committee, House: 
committee print, 29920 
hear , 29921 
rules of procedure, 29922 
International agreements, see i... 
International boundary stu 
International Broadcasting 4+» establish, 
hearings, 30030 
International Center for Scholars, Woodrow 
Wilson, see Woodrow Wilson International 
Center for Scholars. 
International Decade of Ocean Bxploration, 
progress report, 30171 
International Development Agency : 
biographic register, 30643 
summary of jnited States aid to Jordan, 


aid to education, does Brazil 
need it? GAO report, 30267 
-— mo economic policy act, amend, 


International organizations, extending cer- 
tain privileges and immunities in Organiza- 
tion of African Unity, report, 29: 

International relations : 

American foreign policy in economic and 
political relationships with Organization 
of American States and Latin America, 


30648 
foreign relations of U.S., Far Bast, China— 
departmental edition, 30645 
document edition 
general foreign policy series, 30646-647 
— and statecraft, hearings, 


U.S. policy and preqveme, pearing, 29908 
U.S. policy towa Southern on 
future direction, hearin 


International Technical Con ty on Ex- 
perimental Safety Vehicles, report of pro- 


ceedings, 30498 
International Telephone and aelegraph Com- 
pany and Chile, i 
International visitors oo8e. 
Interparliamentary nae Canada-United 
States, see Canada-United States Inter- 
parliamentary Group. 
Interplanetary Leadootecten, see Trajectories. 
Interstate agreements, Interstate environ- 
ment compact act, report, 
Interstate = _Foreign Commerce Commit- 
tee, Hou 
committee, prints, _— 
hearings, 2' 
reports, 298: Si ooer1 
Interstate Commerce Commission : 
cogeepessticn 1974, authorization, report, 


continue essential rail +.* 
services, authorize, report, 78 
decisions (bound reports), 30323 
Interstate Commission on the Potomac River 
Basin, public works appropriations, 1974, 


report, 29993. 

Introduction to botanical type specimen reg- 
ister, 30631 

Inventories, National Archives preliminary 
inventories series, 30467 

Investigation of alkaline phosphatase ac- 
tivity in persons dealing with electro- 
magnetic emission pemnters of h 
ultra-high and superhigh frequency, 30 7 

a of some principles of electro- 
Cup sition of — magnetic films, 

SR study, 30841 
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Investment 
1972 list, 
Investments, investment laws of selected 
African countries, 30130 
Investors : 
disclosure, best protection for corporation 
as well as investor (address), 30620 
role of institutional investors in stock 
market, 30020 
Involvement of COz and calcium stores in 
decompression sickness, 30412 
Ionic and neutral reactions in 
charges of He-SO2CO mixture, 
Iowa: 
county business patterns, 29733 
1970 census of population, characteristics 
of population, 29701 
Iron: 
recovery of zinc, copper, silver, and iron 
from zinc smelter residue, 30481 
sulfatization-reduction of manganiferous 
iron ore, 30427 
Iron mills, iron and steel plants, background 
information for proposed new source per- 
formance standards, 29643 
Iron ores, see Iron. 
Irradiatien, see Radiation. 
Italy : 
extradition treaty with Italy, 29950 
selling in Italy, 30129 
Ivory Coast, Ghana boundary, study, 30650 


J 


companion, registered under act, 
30622 


low dis- 
425 


Japan: 
nitrogen oxide abatement technology in 
Japan, 30196 
postwar economic assistance, final settle- 
ment and agricultural commodities, 
agreement, 30653 
recent developments of fuel oil and waste 
gas, 30187 
Jeffers, Robinson, 
8-cent commemorative stamp (poster), 
30677 
Jefferson’s manual, text, 29949 
Jesch, R. L., batteries used with law en- 
forcement communications equipment, 
30379 
Jet blast hazards, 30566 
Job analysis: 
analysis of difficulty of jobs performed by 
first-term airmen in 11 career ladders, 
29651 
job attitudes of air traffic controllers, com- 
parison of 3 air traffic control special- 
ties, 29685 
job qualification system for trades, and 
labor occupations, handbook, 29809 
Job preparation, computer system manual, 
30085 


Jobs, see Civil service—Employment. 

John F. Kennedy Space Center, Kennedy 
Space Center story, 30447 

Johnson, Lyndon B., 8-cent memorial stamp 
(poster), 30676 

Johnson, Maureen C., placer gold deposits 
of Utah, 30269 

Johnson County, Tenn., Forest inventory 
statistics, Carter-Johnson County unit, 
northeast Tennessee, 30668 

Joint Federal-State Land Use Planning Com- 
mission for Alaska, appropriations, 1974, 
report, 29861 

Joint financial management 
program, annual report, 30 

Joint Ocean Surface Study (JOSS II), radar 
sea returns, JOSS II, 30591 

Joint Oceanographic Institutions Deep Earth 
Sampling Program, Deep Sea Drilling 
Project, cruises of drilling vessel Glomar 
Challenger, Honolulu, Hawaii to Kodiak, 
Alaska, 30553 


improvement 
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Joint Publications Research Service, JPRS 
series, 30327-37383 

Joints, non-destructive testing of plated 
aluminum/stainless steel joint, 29679 

Jones, Judith Lea, homemakers’ opinions 
about dairy products and imitations, 
nationwide survey, 29625 

Jones, Richard H., in-process pollution abate- 
ment, upgrading poultry-processing facili- 
ties to reduce pollution, 30663 

Jordan, summary of United States aid to 
Jordan, GAO report, 30265 

JOSS II, see Joint Ocean Surface Study 
(JOSS II). 

Joyce, F. E., jr., sulfatization-reduction of 
manganiferous iron ore, 30427 

JPRS, see Joint Publications Research 
Service. 

Judges : 
Federal salary act, amend— 

report, 2: 
with respect to judicial salaries, hearing, 


judicial disqualification, hearing, 30049 
Judicial Conference of United States, pro- 
ceedings, 29598 
Judicial disqualification, 30049 
Judicial procedure, see Civil procedure. 
Judiciary Committee, House: 
committee print, 29931 
hearings, 29930 
Judiciar Committee, Senate: 
committee prints, 30048, 30051 
hearings, 30049-50, 30052-53 
report, 29965, 29975 
Jupiter (planet) : 
determination of mass from study of mo- 
tion of 57 Mnemosyne, 30583 
Jurassic period, see Ammonites. 
Justice Department : 
annual report, 30374 
Attorney General, nomination of Biliot 
L. Richardson, hearings, 30052 
legal activities, 30380 
Justices, see Judges. 
Juvenile delinquency : 
Achievement Place, model for delinquency 
treatment, 30504 
challenge of youth service bureaus, 30684 
investigation, hearings, 30050 


K 


Kaminsky, Edmund L., marine sanitation 
system demonstration, 30186 

Kansas : 
counties, population estimates, 29780 
county business patterns, 29734 

Kasemir, Heinz W., description and instruc- 
tion manual for cylindrical field mill 
system, 30520 

Kaufman, Albert, flow through a wire-form 
transpiration-cooled vane, 30462 

Kay, Evelyn R., directory of postsecondary 
schools with eeggeast programs, public 
and private, 30135 

Kayser-Roth Shoes Division, Kayser-Roth 

orp., New York, N.Y., footwear for men, 
Stetson plant South Weymouth, Mass., 
Tariff Commission report, 30657 

Kennedy Space Center Story, 30447 

Kentucky, mineral industry, minerals year- 
book chapter, 30423 

Kerosene stoves, see Stoves. 

Key Biscayne, Calif., security of the Presi- 
dent, Federal expenditures on his proper- 
ties, hearings, 29893 

Key word in context, see Indexes. 

Kidnaping, ee kidnapings, 1968-73, 
study, 29920 

Killer from the hills, 30578 

Kimon, Peter M., segregated ballast VLCCs, 
economic and pollution abatement analy- 
sis, 30403 
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Knit goods, knits in Western Europe, their 
impact on cotton, 30246 

Koch, Bilis, design and o 
ficial-recharge plant at 
30278 

Koss Shoe Co., Inc., Auburne, Me., footwear 
for men, Tariff Commission report, 3065¢ 

Kuehn, D. G., ionic and neutral reactions in 
glow discharges of He-SOeCO mixture, 
30425 

Kuus, Leo, selling in Yugoslavia, 30128 


ration of arti- 
ay Park, N.Y., 


L 


Labedz, Leopold, testimony, hearings, 30037 
Labels, cigarettes —— and advertising 
act, amend to include little cigars, hear- 
ings, 29923 
Labor : 
job qualification system for trades and 
labor occupations, 29809 
selected labor foree characteristics of per- 
sons and families for U.S., 11 
Labor and Public Welfare Committee 
Senate: 
committee 30055, 30057-059 
30062 


hearings, 30054, 30056, 30060—-061 
reports, 29954, 29962, 29966, 29976—977 
29980-981, 39984, 29987-988, 29997 
Labor Department, legislation needed to 
simplify Federal funding of State employ- 
ment security agencies’ administrative ex- 
penses, GAO report, 30257 
Labor disputes, see Strikes and lockouts. 
Labor force, see Labor. 
Labor Management relations, see Industria) 
relations. 
Labor organizations, see Labor unions. 
Labor relations, see Industrial relations. 
Labor standards: 
Fair labor standards act— 
amend— 
hearings, 30056 
reports, 29976—977 
bill texts, section-by-section analyses 
changes in existing law, and compari- 
son of bills, 30059 
proposed amendments, 30058 
how to keep time and pay records, 30682 
Labor Statistics Bureau : 
bulletins, 30383-393 
1973 major programs, 30395 
productivity and the economy, 30391 
publications, list, 30396 
Labor unions: 
employer contributions to jointly admin 
istered trust funds established by labor 
organizations to defray costs of legal 
services, report, 29878 
joint labor- -management trust funds for 
legal services, authorize, report, 
right to strike and right to negotiate union 
seoP by postal employees, hearings, 


prints, 


Laboratories apparatus and supplies, labora- 
tories and related “pyeaetee ederal item 
identifiction guide, 03 

Lafayette County, Ark., water resources of 
yn Lafayette, Little River, Miller, 
and Nevada Counties, Ark.. 30285 

Lagoons, performance and state of lagoon 
technology, 30178 

Lakes, see names of lakes or places where 
located. 

Lancaster, E., application of matched 
a, expansions to lunar and inter- 
plan rajectories, technical discus 
sion, 3 

Lancy, L. 
ey 
tion, 30662 


waste treatment, upgrading 
facilities to reduce pollu- 
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Land: 
Land use an lanning assistance act, 
hearings, soak 
land use planning act, hearings, 29917 
providing for conveyance of certain min- 
eral rights in and under lands in On- 
slow County, N.C., report, 29884 
Land ee Bureau, technical bulle- 
tins 
Land Use Policy Administration Office, 
establish in Interior Department, hearings, 


30044 
Landing (aircraft) : 
design of landin 
operation of 
Landing (spacecraft), 
— stripes, see 


-mat-surfaced airfields for 
—5A aircrafts, 30167 

see Spacecraft. 
funways (aeronautics). 


**Sibliographic survey of literature, 29660 

prohibit use of any funds for combat ac- 
tivities ss. sepert. 29366 

Thailand bodia and Vietnam 
Apr. 1973, a situation, facts and 
future prospects, 30031 


p A 8. —s 


Lasers : 

ability of laser profilometer system to 
evaluate paugecpares landing _ sites, 
analysis, 3 

development of in situ prototype diode 
laser system to monitor SOs across 
stack, 30184 

HCN lasers, frequency and peame stabili- 
zation by locking to synthesized refer- 
ence, 30473 

laser control of spark gaps, USSR study 


Latin America: 

American foreign policy in economic and 
political relationships with Organiza- 
tion of American States and Latir 
America, 

social development activities promoted by 
Inter-American tg = > + yo fiscal year 

1972, GAO report, 30264 
Latitude, sight reduction tables for air navi- 
gation, 30125 
Latka, B. J., directory of law enforcement 
and criminal justice associations and re- 
search centers, 30474 
Law: 
sit labor-management trust funds for 
— services authorize, report, 29989 

legal activities, Justice Department, 30380 

publications, price list, 3 

sli oe (public) 93d Congress, 29827-— 


State action on local problems, 1972, in- 
formation, report, 29599 
VISTA lawyers practice law, 29597 
see also subjects. 
Law enforcement : 


— amendments, report, 29886, 
batteries used with law enforcement com- 
munications equipment, 9 
change process in criminal justice, 30375 
directo of law enforcement and crim- 
inal associations and research 
centers, 30474 
enforcement activities of SEC, interim re- 
port (address), 30621 
law enforcement 
LDESP-RPT series, 30 
ruminations and — on enforcement, 
SEC (address), 3062 
Law of Sea Conference, ee Representa- 
tive of te gy a of Delegation 
with rank of dor, nomination of 
John R. tt report, 
—— = Law—also subjects. 
‘“oaployer contributions to ee A admin- 
red trust funds established by labor 
organizations to defray costs of legal 
services, report, 29878 


program 
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Lawyers—Continued 
SEC and bar have common task to assure 
integriety of securities markets 
(address), 30618 
VISTA lawyers practice law, 29597 
Lazzara, Charles P., radical species profiles 
for methane-oxygen-argon flame, 30439 
Lead, secondary lead smelters and refineries, 
background information for proposed new 

source performance standards, 29643 

Lee, John W., jr., tertiary treatment of com- 
bined domestic and industrial wastes, 

30188 

Lee, S. Young: 

employment statistics of public television 
licensees, 30138 

financial statistics 
licensees, 30140 

Legal services, see Lawyers. 
Legislation : 

legislation needed to simplify Federal 
funding of State employment security 
agencies’ administrative expenses, GAO 
report, 30257 

recent educational policy and legislative 
development abroad, 30151 

see also Law—-also subjects. 

Legislative appropriations, see 
ations. 
Legislative bodies : 

Federal salary act, amend— 
report, 29973 
with respect to 

hearing, 30066 
Legislative origins 
8 


« 4 


of public television 


Appropri- 


legislative salaries, 


of Truman Doctrine, 


Lenses, method for determining resolving 
power of photographic lenses, 30472 

LESP-—RPT series, 30379 

Liberty, assault on freedom compendium of 
theoretical and policy statements by com- 
munist movement, 30048 

Libraries : 
automation and Federal library 

munity, report on survey, 30398 

review of Federal Library operations in 

poe Washington, GAO report, 
6 


1974 


com- 


Library of Congress, appropriations, 

legislative report, 29991 

Licenses, see classes of persons to whom, or 
subject for which, licenses are issued. 

Lienhard, John H., extended hydrodynamic 
theory of peak and minimum pool boiling 

heat fluxes, 30451 

Life insurance : 

digest of health and insurance plans, 1971 
edition, 30394 

Federal employees’ 
program, Civil Service 
uation, 29934 

review of veterans’ 
hearings, 30070 

Lifetime and recent migration by educational 
attainment for United States, 29715 
Light air-cured tobacco market review, 29603 
Lightfoot. Jean H., multi-ethnic literature in 
high school, mental health tool, 30508 
Lights and lighting: 

Apollo experience report, 
integration, lighting 
30459 

Hydrographic Center, list, Norway, 
land and Arctic Ocean, 30124 

NAVSHIPS display illumination guide, 
introduction to light and color, 30597 

Lime, lime-cement combination stabilization, 

30161 

LINAC (linear electron 
Accelerators. 

Lindstedt, K. D., evaluation of treatment for 
urban wastewater reuse, 30177 

Linear equation, see Equations. 

Linings, acoustic impedance of curved multi- 

layered duct liners, 30458 


hay life insurance 
ommission eval- 


insurance programs, 


crew station 
considerations, 


Ice- 


accelerator), see 
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Link, L. E., jr., ability of laser profilometer 
system to evaluate unprepared landing 
site, analysis, 30166 
Liquid fuels, significance of flash point as 
indicator of flammability hazard of hydro- 
carbon fuels, 30593 
List, Robert J., transport, deposition, and 
meteorological studies of nuclear debris in 
atmosphere, 30521 
Liston, Ronald A., observations of surface 
effect vehicle performance, 30159 
Lists, see subjects of lists. 
Literature: 
multi-ethnic literature in 
mental health tool, 30508 

peninsular southeast Asia, 
survey, Burma, Cambodia, 
land, 29660 

summary data, national assessment of 
educational progress, 30141 

survey of reading habits, theme 4, litera- 
ture, national assessment of educational 
progress, report, 30142 
Little Belt Mountains, Mont., Barker quad- 
rangle, igneous rocks and related mineral 
deposits, 30279 
Little River County, Ark., water resources 
of Hempstead, Lafayette, Little River, 
Miller, and Nevada Counties, Ark., 30285 
Livestock : 
health requirements and regulations gov- 
erning interstate and _ international 
movement, State-Federal, 29655 

livestock and meat statistics, 29634 

livestock, poultry, livestock and poultry 
products, 1969 census of agriculture, 
29689 

market service on livestock, meat 
and wool, 29624 

meat and poultry inspection regulations, 
29656 

Load (mechanics) : 

PERFORM, performance Mayan oe I com- 
puter program for dynamic systems sub- 
ject to transient loadings, 30450 
tensor manipulations in complex coordi- 
nates with applications to mechanics of 
materials, 30592 

Loading, see Load (mechanics). 

Loans, rural rental housing, 
program, 29633 

Local government, see Government. 

Lode mining, see Gold. 

Loeher, Raymond C., pollution implications 
of animal wastes, forward oriented review, 
30200 

Logic (symbolic and mathematical) : 
logic and memory devices with magnetic 

erystals, USSR study, 30333 

LOMO VK-1/2 type small video tape re- 
corder, 30336 

Lone Star Gas Company, Fort Worth, Tex., 
pipeline accident report, 30568 

Los Angeles, Calif., social and health in- 
dicators system, census use study, 29722 

Los Angeles International Airport, monthly 
climatological charts of behavior of fog 
and low stratus, 30537 

Lott, J., polymerized lightweight structural 
elements, 30160. 

Lott, James, polymer  concrete-reinforced 
eor’ ~ete composite beams, 30162 

Low- ent housing, see Housing. 

Lower Kittanning coalbed, Cambria County, 
Pa., geologic factors causing roof instabil- 
ity and methane emission problems, 30440 

Lubbock, Tex., area wage survey, 30387 

Ludwig, A. H., water resources of Hemp- 
stead, Lafayette, Little River, Miller, and 
Nevada Counties, Ark., 30285 

LUIN, code for calculation of cosmic ray 
propagation in atmosphere, 29675 

Lunar trajectories, see Trajectories. 


high school, 


bibliographic 
Laos, Thai- 


news, 


rural credit 
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Lungs: 
national heart, 
program 
National 
Council, report, 30488 
program analysis, 30491-492 
workshop on lung cell identification, isola- 
tion and culture, 30494 
Luria, S. M., vision through 
facemasks, 30409 
Lyon. Warren C., development of indwelling 
intracranial pressure sensor, 2967 


blood vessel, lung and blood 


Heart and Lung Advisory 


various scuba 


M 


see names or types of machinery. 
McCown, Brent H., growth and survival of 
northern plants at low soil temperature, 
growth response, organic cr and 
ammonium utilization, 3015 
McCracken, J. David, information utiliza- 
tion by vocational educators, 30502 
McCulloch, Charles M., geologic factors caus- 
ing instability and methane emission prob- 
lems, Lower Kittanning coalbed, Cambria 
County, Pa., 30440 
MeGowin, Charles R., 
combustion engines in U.S., 
McKenney, Napeo D. R., social 
status of black population 
States,, 29776 
McKinley, Marlene, 
selected African countries, 
MacLeod, Anne, growing up in America, 
to contemporary drug abuse, 30505 
Madagascar, Malagsai Republic, ec conomic 
trends and their implications for United | 
States, 30312 
Maeck, William J 


Machinery, 


stationary internal 
30183 
and economic 


in United 





investment laws of 
30130 


back- | 


, burnup determination for 
fast reactor fuels review and status of 
nuclear data and analytical chemistry 
methodology requirements, 29681 
agnetic fields: 
alternating current matrix-type separator, 

30424 
cosmic rays in earth’s magnetic field, 30464 
ignetic measurements, measureme nt of de- 
magnetizing fields in ancien! magnetic 
films, USSR study, 3038 
ignetic separators, _ 
type separator, 30424 
apne tic ta pe: 
LOMO vK_ ¥% type small video 
corder, USSR study, 30336 
1970 census of population and housing, 
publication and computer tape program, 
30583 
recorded magnetic tape for 
interchange (800 CPI, NRZI), 
agnetism : 
annealing of thin magnetic films at high 
temperatures, USSR study, 30340 | 
logic and memory devices with magnetic 
crystals, USSR study, 30333 
measurement of demagnetizing fields in 
eylindical magnetic films, USSR study, 
30339 
see also Terrestrial magnetism. 

Magnetometers, Soviet magnetometry, 
lected articles, 30351 

Magnetosphere, data compilation for mag- 
netespae rically quiet periods, Feb. 19-23 
and Nov. 29—Dec. 3, 1970, 30173 

Mail matter, educational and cultural postal 
amendments, 29881 

Mail services and how to use them, 

Mails, see Postal service. 

Maine, county business patterns, 29735 

Maintenance, potential for greater consolida- 
tion of maintenance workload in military 
services, Department of Defense, GAO re- 
port, 30259 

Malagsai Republic, see Madagascar. 

Malawi, economic trends and their implica- 
tions for United States, 30315 

Malueg, K. W., Shagawa Lake project, 30175 


current 


tape re- 





information 
30468 


se- 


30678 
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| Mansfield, 


Man, foodborne human salmonellosis, recom- 
mendations to Commissioner for control, 
30243 

Manganese, ore, extension of 
pension of duty, report, 29855 

Management: 
better management needed in civil agen- 

cies over selection of in-house or con- 
tract performance of support activities, 
GAO report, 30253 
joint labor-management trust 
legal services, authorize,report, 
see also Materials management. 

Management and Budget Office, director and 
deputy director, confirmation by Senate, 
hearings, 29912 

Managers, Federal sector, 
where we may be going, 
managers, 29805 

Manganese oxides, sulfatization re duction of 
manganiferous iron ore, 3042 

Manipulators, robot-m: inipuls ster control al- 
gorithms, USSR study, 30360 

Manley, Mary L., foreign trade regulations 
of Republic of Zambia, 30127 

Manos limpias, 30241 

Manpower : 
development and 

report, 29846 
manpower requirements for waste water 
collection systems in cities and towns 
up to 150,000 in population, 30683 
ophthalmology manpower, utilization 
supplementary personnel, 30481 
research and development findings, 30402 

Manpower Administration, research and 
developemnt findings, 30402 

Mike, vist to Mexico, 30029 

Manuals, see names of departments, etc., 
suing manuals—also subjects. 

Manufacturers, see Manufactures and manu- 
facturers. 

Manufactures and 
turers’ 
29785 
see also names or classes of manufactured 

articles. 

Maps and charts, 
(series), 29789 
see also names of localities. 

Margins (securities) trading, 

Marine accidents, marine 
30563-—565 

Marine Corps, travel regulations, 30120 

Marine environment, see Environment. 

Marine sanitation, 30186 

Marital status, see Marriage. 

Maritime industry, see Shipping. 

Maritime services, see Shipping. 

Marketing, see Markets and marketing. 

Markets and marketing: 
marketing bulletin, 29624 
marketing research reports, 626 
see also names or classes of commodities, 


existing sus- 


funds for 
29989 


where we are, 
implications for 


training act, 


extension, 


of 


is- 


manufac- 
inventories and orders, 


manufacturers, 
shipments, 


United States maps GE-50 


see Securities. 
easualty reports, 


29625 


ete. 
Marland, Sidney P., Jr 
addresses 


Nov. 10, 1972, 
June 3, 1973 
June 8, 1973 
June 1: 3 1973 
Marriage: 
age at Ist marriage, 
lation, 29709 
completeness and quality of 
North Carolina marriage 
survey, 30480 
Married persons, 
Mars (planet): 
site alteration effects from rocket exhaust 
impingement during simulated Viking 
Mars landing, nozzle development and 
physical site alteration, 30448 
Marshall, William F., hazard from engines 
rebreathing exhaust in confined space 
30434 


30154 
30155 
, 30149 
3, 30137 


1970, census of popu- 


response in 
follow-back 
and wives. 


see Husbands 
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Maryland, 1970 census of population, charac- 
teristics of population, 29702 

Masks, vision through various scuba face- 
masks, 30409 

Mass (physics) : 
determination of mass of Jupiter from 

study of motion of 57 Mnemosyne, 30583 
Mass spectrometry, see Spectrometry. 
Massachusetts : 
counties, population estimates, 29779 
county business patterns, 29736 
Mast, Phillip W., tensor manipulations in 
complex coordinates with applications to 
mechanics of materials, 30592 
Materials, see Composite materials—dalso 
names of materials. 
Materials management, defense integrated 
materiel management manual for consuma- 
ble, items weapon system oriented items, 
30089 
Mathematical models: 
on role of organizational period in NHRL 
circularly symmetric hurricane model, 
30525 

use of model output statistics (MOS) to 
estimate daily maximum temperatures, 
30536 

Mathematics : 

application of matched asymptotic ex- 
pansions to lunar and interplanetary 
trajectories, technical discussion, 30449 

application of model of porous body for 
calculation of field of velocities and tem- 
peratures in reactor core, USSR study, 
30371 

explanatory notes on W. H. Zachariasen’s 
theory of X-ray diffraction in ideal cry- 
stals, 30595 

robot-manipulator control 
USSR study, 30360 

Mats, design of landing-mat-surfaced airfields 
for operation of C—5A aircraft, 30167 

Matthews, Tresa H., health services in rural 
America, 29619 

Mattick, R. E., geophysical studies in Yuma 
area, Ariz. and Calif., 30275 

Maurer, Alan O., selling in Italy, 30129 

Mazie, Sara M., population, distribution, and 
policy, 30601 

Meals, see Food. 

Measurements, see subjects of measurement. 

Meat: 
market news service on 

and wool, 29624 
meat and poultry inspection regulations, 
6 


2965 
statistics, 29634 

Mechanics (persons) : 

air frame and powerplant mechanics cer- 
tification guide, 30210 

Mechanics (science) : 

review of plane-stress fracture mechanics 
parameter Ke determined using center- 
cracked tension specimen, 30589 

Medicaid, finding and treating health prob- 
lems of eligible children, 30405 

Medical apparatus, see Medical instruments 
and apparatus. 

Medical care: 
communications, guidelines for emergency 

medical services, 30495 
Emergency medical services systems act, 
report, 29874 
health services in rural America, 29619 
size and shape of medical care dollar, 30635 
see also Health insurance. 
Medical instruments and apparatus, medical 
and dental assemblies, kits, sets, and units, 
Federal item ident!fication guide, 30104 
Medical insurance, see Medicare. 
Medical personnel: 
education programs, Department of Medi- 
cine and Surgery, Veterans’ Administra- 
tion, 30680 

ophthalmology manpower, utilization of 
supplementary personnel, 30481 


algorithms, 


livestock, meat 
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training of health professionals, increase 
emphasis on ethical, social, legal and 
moral implications of advances in bio- 
medical research and technology, hear- 
ings, 30060 

Medical research, ethical, social, and legal 
implications of advances in biomedical 
research and technology, hearings, 30060 

Medical service, see Medical care. 

Medical technologists, careers in medical 
technology and related biological sciences 
in Veterans Administration hosiptals and 
clinics, 30681 

Medicare, medicare, 


public assistance 
recipients in 


supplementary medical in- 


surance program, 30634 
Medicine : 
aviation medical report AM series, 29684— 
686 


restrictions on funds for experimental use, 
hearings, 30060 
Memorial services, Benton, William, memorial 
addresses, 29821 
Memory, logic and memory devices with 
magnetic crystals, USSR study, 30333 
Mendiratta, Madan G., tensile properties to 
650° C and deformation structures in 
precipitation-strengthened titanium-alumi- 
num alloy, 30460 
Mental health: 
multi-ethnic literature in high school, 
mental health tool, 30508 
research grants, National Institute of 
Mental Health, 1972 funds, 30506 
statistics, analytical and special studies 
reports, 30507 
Mental institutions, utilization of psychiatric 
facilities by persons diagnosed with alcohol 
disorders, United States, 30507 
Mentally retarded, care, treatment, habilita- 
oe and protection, provide, hearing, 


Merchant marine: 
act, amend 
law, 29829 
report, 29969 
see also Shipping. 
Merchant Marine and Fisheries Committee, 
ouse: 
hearings, 29932 
report, 29891 
Mercury, recovery of mercury from cinnabar 
ores by electrooxidation, 30428 
Messengers, Congressional and Supreme 
Court pages, change age limit to 18-21, 
report, 29982 
Messier, Arthur A., Bohr effect in chronic 
hypercapnia, 30408 
Metal finishing: 
in-process pollution abatement, metal-fin- 
ishing facilities, 30661 
upgrading metal-finishing facilities to re- 
duce pollution (series), 30661—662 
waste ar metal-finishing facilities, 
Metallic films: 
annealing of thin magnetic films at high 
temperatures, USSR study. 30340 
investigation of some principles of elec- 
trodeposition of cylindrical magnetic 
films, USSR study, 30341 
measurement of demagnetizing fields in 
eylindrical magnetic films, USSR study, 
80339 
Metallurgy : 
background information for proposed new 
source performance standards, asphalt 
concrete plants, petroleum refineries, 
storage vessels, secondary lead smelters 
and refineries, brass or bronze ingot 
production plants, iron and steel plants, 
sewage treatment plants, 29643 
translations on metallurgy, USSR study, 


33 
translations, USSR study, 303438 
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Metals: 

auger analysis of oxygen and sulfur inter- 
actions with various metals and effect of 
sliding on these interactions, 30461 

automatic pyrometer for measuring true 
temperature of metals on basis of radia- 
tion, USSR study, 30348 

dynamic tear testing, method for %& inch 
metallic materials, military standard, 
30122 

occurrence and distribution of selected 
metals in streams near Huntsville, Ala., 
30271 

Metalworking machinery, 
reports, 29767 

Me steorologists : 
chemist-meteorologist—- 

1972 workshop, 29682 
1973 workshop, 29683 

Meteorology : 

meteorological criteria for extreme floods 
for four basins in Tennessee and Cum- 
berland River watersheds, 30519 

Soviet aerometeorological service de- 
scribed, 30330 

statistical method of combining synoptic 
and empirical tropic al eyclone predic- 
tion systems, 30533 

transport, deposition, and meteorological 
studies of nuclear debris in atmosphere, 
30521 

updating asynoptic data for use in objec- 
tive analyses, 30532 

see also Hydrometeorology. 

Methadone, use and abuse, hearings, 30050 

Methanes: 
geologic factors causing roof instability 

and methane emission problems, 30440 
radical species profiles for methane-oxy- 
gen-argon flame, 30439 

Methodology : 

air pollution impact methodology for air 
ports, phase 1, 29646 

first microbiology seminar 
and standardization of 
ceedings, 30176 

see also subjects. 
Methyl! bromides, truck-automobile collision 
involving spilled methyl bromide on U.S. 90 
near Gretna, Fla., highway accident report, 
30560 
Metropolitan areas, see Cities and towns. 
Mexico, Mike Mansfield’s visit, 30029 
Miami, Fla., aircraft accident report, 30559 
Microbiology ist microbiology seminar on 
standards and standardization of methods, 
proceedings, 30176 
Microfiche, 
microfiche, 
Microwaves: 
aircraft microwave measurement of ice in 
Beaufort Sea, 1971, some preliminary 
results, 30528 

measurements of distribution and volume 
of sea-surface ofl spills using multi- 
frequency microwave radiometry, 30590 

Micrant labor, environmental Regeaeeaens 
for migrant workers, hearings, 2992 

Migration, lifetime and recent Jn by 
educational attainment for United States, 
29715 

Mikaelian, Harutune H., adaptation to dis- 
placed hearing, non-proprioceptive change, 
30407 

Military aid, U.S. agreements with and as- 
sistance to free world forces in Southeast 
Asia show need for improved reporting to 
Congress on their status, GAO report, 
30266 

Military aircraft, see Aircraft. 

Military art and science, military applica- 
tions of nuclear technology, 29833 

Military education, greater use of flight 
simulators in military pilot training can 
lower costs and increase pilot proficiency, 
GAO report, 30256 


current industrial 


on standards 
methods, pro- 


census ‘Tetrospective 1968-70 on 
eatalog, 30554 
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| Military engineering, : 
n- 


applications of commercial explosives, 

troduction, 30168 

Military personnel, see Foreign countries. 

Military publications, index of AMC publica- 
tions and blank forms, 29658 

Military research: 

Defense Department research, 
ment, tests, and evaluation, 
thorization— 

hearings, 29894, 30007 
report, 29882 

Military service, potential for greater con- 
solidation of maintenance workload in 
military services, Department of Defense, 
GAO report, 30259 

Military standards, 
standardization. 

Military supplies: 
defense retail interservice 

manual, 30090 
MILSTRIP military standard requisition- 
mae ys issue procedures, project codes, 
01: 
procurement, appropriations 1974, authori- 
zation, hearings, 29894, 30007 
report, 29882 

Military training, see Military education. 

Mills, see Uranium mill. 

MILSTRIP (military standards requisition- 
ing and issue procedures), see Military 
supplies. 

Mine accidents, 
mining, 30416 

Mine explosions, see Methanes. 

Mine pillars, strengthening of fractured rock 
pillers by use of small radial reinforce- 
ment pressures, 30432 

Mine roof bolts, see Nuts and bolts. 

Mine roofs: 
geologic factors causing roof instability 

and methane emission problems, 30440 
mine roof vibrations from underground 
blasts, Pilot Knob, Mo., 30437 
Mine safety, see Safety of life. 
Mineral lands: 
authorizing 
reserved 
States in 
Grace F. 

placer examination, 
tices, 30397 

Mineral resources of deep seabed, 

Mineralogy, see Minerals. 

Minerals: 
and water resources 

30045 
igneous rocks and related mineral deposits 
of Barker quadrangle, Little Belt Moun- 
tains, Mont., 30279 
industry— 
minerals yearbook chapter— 
Arkansas, 30422 
Kentucky, 30423 
mineral resources of deep seabed, develop- 
ment, authorize, hearings, 30046 
providing for conveyance of certain min- 
eral rights in and under lands in Onslow 
County, N.C., report, 29884 
X-ray mineralogy of Parachute Creek 
member, Green River formation, in 
northern Piceance Creek basin, Colo., 
30282 

yearbook, 1971, preprints, 30422-423 

Miners, see Coal mines and coal mining. 

Mines and mining, gold-lode deposits, Fair- 

banks mining district, Central Alaska, 
20417 

see also Blasting 

Mines Bureau: 
information circulars, 
report of investigations, 
technical progress reports, 

Minimum wage, see Wages. 

Minnesota, county business patterns, 

Minnesota multiphasic personality 
tory, see Personality tests. 


develop- 
1974, au- 


see Standards and 


support (DRIS) 


injury experience in coal 


of Interior to sell 
mineral interests of United 
certain land in Missouri to 
Sisler, report, 29845 

principles and prac- 


Secretary 


30046 


of North Dakota, 


—Coal mines and mining. 


30413-419 
30424444 
30445 


29737 
inven- 
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Minorities : 

directory 
29657 

directory of minority media, 29817 

employment profiles of minorities and 
women in SMSAs of 17 large cities, 
30206 

Mints, bicentennial commemorative coinage 
and construction of new mint buildings, 
hearing, 30009 

Miscellaneous publications, see names of de- 
partments, etc., issuing publications. 

Missiles, ballistic design methods for solid- 
fuel missiles, USSK study, 30328 

Missing persons, American prisoners of war 
and missing in action in Southeast Asia, 
hearings, 29903 

Mississippi River and Valley, SS Union 
Faith and M/V Warren J. Doucet and tow 
in Mississippi River collision, marine cas- 
ualty report, 30563 

Missouri River and Valley, basin, surface 
water supply, Sioux City, Iowa-Nebraska 
City, Nebr., 30288 

Mittens: 
current industrial report, 29763 
Federal item identification guide, 30099 

Mnemosyne (planet) : 
determination of mass of Jupiter from 

study of motion of 57 Mnemosyne, 29719 

Mobile homes, see Trailers. 

Mobility. see Geographic mobility. 

Mobilization, see National defense. 

Model weights and measures ordinance, 30469 

Models (mathematical), see Mathematical 
models. 

Modular coordination, design and develop- 
ment of housing systems for Operation 
Breakthrough, phase 1, feedback, 30294 

Modules, see Spacecraft modules. 

Moffatt, Hamilton H., soil survey of Caddo 
County, Okia., 30638. 

Molecules, preparation of molecular sieve 
materials from anthracite, 29813 

Monetary policy, see Money. 

Money : 
contracts 

priced in 
30254 
household morey income in 1972 and 
selected social and economic character- 
istics of households, 29782 
illegal currency manipulations 
South Vietnam, 30034 
monetary policy, savings flows, and avail- 
ability of housing finance (remarks), 
30227 
open market operations, 30228 

Monismith, C. L., basic properties of pave- 
ment components, 30215 

Monitoring, development of in-situ prototype 

diode laser system to monitor SOs across 
stack, 30184 

environmental monitoring series, 30176 

feasibility study of in-situ source monitor- 
ing of particulate composition by Raman 
and fluorescence scatter, 30185 

Federal environmental monitoring 
tory, 30080 

monitoring, control and disposal of tri- 
tium, selected bibliography, 29680 

Monographs, see names of departments, etc., 
issuing monographs—also subjects. 

Montana : 
county business patterns, 29738 
stratigraphy and geologic history of Mon- 

tana Group and equivalent rocks, 30281 

Monthly climatological charts of behavior of 
fog and low stratus at Los Angeles Inter- 
national Airport, 30537 

Moore, Paul L., updating of numerical pre- 
cipitation guidance, 30534 

Morocco, map, 29797 

Morse, Virginia A., pitch discrimination in 
background noises up to 95 dB SPL, 30410 


for reaching minority groups, 


firms should be 


foreign 
GAO report, 


currency, 


with 
local 


affecting 


direc- 
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Mortgage insurance, definitions, policy state- 
ments and general rulings in administer- 
ing insured mortgage and low-rent hous- 
ing programs of HUD-FHA, 30297 

Mortgages, income of homeowners of mort- 
gaged properties acquired in 1967-1971, 
United States, 29696 

Moscow, Pa., tank-truck combination over- 
turn onto Volkswagen microbus followed 
by fire, U.S. Route 611, Moscow, Pa., high- 
way accident report, 30562 

Moss, Michael S., on role of organizational 


period in NHRL circularly symmetric hur- 
ricane model, 30525 
Moths, see Gypsy moths. 
Motor buses, see Motorbuses. 
Motor fuel, 
aay 
30433 


association of automotive fuel 
with exhaust reactivity, 


see also Gasoline. 

Motor trucks, see Motortrucks. 
Motor vehicle accidents : 

Atchison, Topeka and Santa Fe passenger 
train no. 212 collision with Stillwater 
Milling Company motortruck at 116th 
Street north grade crossing near Col- 
linsville, Okla., railroad/highway acci- 
dent report, 30571 

automobile-truck collision followed by fire 
and explosion of dynamite on cargo on 
U.S. Highway 78, near Waco, Ga., high- 
way accident report, 30561 

highway accident reports, 30560—562 

railroad/highway accident report NTSB— 
RHR series, 30571 

tank-truck combination overturn onto 
Volkswagen microbus followed by fire, 
U.S. Route 611, Moscow, Pa., highway 
accident report, 30562 

truck-automobile collision involving spilled 
methyl bromide on U.S. 90 near Gretna, 
Fla., highway accident report, 30560 

see also Motor vehicles. 

Motor vehicles : 

commercial motor vehicle braking, special 
study, 20573 

exhaust emissions from uncontrolled ve- 
hicles and related equipment using in- 
ternal combustion engines, outboard 
motors, 29647 

nonoperating motor vehicle safety study, 
special study, 30572 

transportation controls to reduce motor 
vehicle emissions in Salt Lake City, 
Utah, 29644 

see also Automobiles 
dents. 

Motorbuses : 
buses, Federal 
30092 

effect of suspension of bus service on local 
peak hour traffic congestion, case study, 
30212 


Motor vehicle acci- 


item identification guide, 


tank-truck combination overturn onto 
Volkswagen microbus followed by fire, 
U.S. Route 611, Moscow, Pa., highway 
accident report, 30562 

Motors, and generators, current 

reports, 29768 

see also Outboard motors. 

Motortrucks : 

Atchison, Topeka and Sante Fe passenger 
train no. 212 collision with Stillwater 
Milling Company motortruck at_ 116th 
Street north grade crossing near Collins- 
ville, Okla., railroad/highway accident 
report, 30571 

automobile-truck collison followed by fire 
and explosion of dynamite on cargo on 
U.S. Highway 78, near Waco, Ga., high- 
way accident report, 30561 

Federal item identification guide, 

inventory and use study 29720—721 


industrial 


30092 
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Motortrucks—Continued . 2 
truck-automobile collision involving spilled 
methyl bromide on U.S. 90 near Gretna, 
Fla., highway accident report, 30560 
see also Motor vehicle accident. - 
Mound Bayou, Miss., and health in- 
dieators systems, census use study, 29723 
Multi-ethnie literature in high school, mental 
health tool, 30508 é a 
Musich, Lillian F., covering leg 18 of cruises 
of drilling vessel Glomar Challenger, 
Honoulu, Hawaii to Kodiak, Alaska, 30553 


social 


N 


Narcotics and Dangerous Drugs Bureau, 
SCID-TR-(series), 30446 
NASA, see National Aeronautics and Space 
Administration. i ; 
National Advisory Commission on Criminal 
Justice, Standards and Goals, progress 
report, 30378 : 
‘ational Aeronautics 
tration: 
appropriations, 1974 
hearings, 30005 
reports, 29867, 29963 = 
eontractor report CR (series), 30448—453 
DP series, 30454 
national heart, blood vessel, lung and blood 
program, program analysis, 30492 
technical notes, 30455-462 
technical translations, 30463-464 
National Archives, preliminary inventories 
series, 30467 


and Space Adminis- 


Jational banks, foreign activities of National | 


banks regulations, 30231 
tational Bureau of Standards: 
frequency and time broadcast x 
radio stations WWV, WWVH, WWVB, 
and WWVL, 30471 
national standard reference 
30470 
special publications, 30471-472 
technical notes, 30473—476 
‘ational Cancer Institute, NCI monographs, 
30478 
fational Capital Planning Commission : 
appropriations, 1974, report, 29861 
preliminary inventory of records, 30467 
Jational cemeteries, Rock Island National 
Cemetery, general information, 29661 
‘ational Center on Child Abuse and Neglect, 
establish, report, 29984 
fational Commission on Materials Policy, 
energy conservation and development rec- 
ommendations contained in final report, 
summary, 30043 
National Commission 
tend, report, 29873 
National Commission on Productivity and 
Work Quality, extend and define functions, 
hearings, 29895 
National Conference on Weights and Meas- 
ures, model weights and measures ordi- 
nance adopted by National Conference on 
Weights and Measures, 30469 
National Council on Indian Opportunity, ap- 
propriations, 1974, report, 29861 
National defense: 
eode of Federal regulations, 30223-224 
emergency plan for industrial mobilization, 
30132 
National emissions data system control de- 
vice workbook, 29650 
National environmental policy act of 1969, 
analysis of proposed legislative modifica- 
tions, 30047 
National Environmental Satellite Service : 
NOAA technical memorandum, NESS 
series, 30527-529 
publications and final reports on contracts 
and grants, 1971—NDSS, 30529 
National Fertilizer Development Center, bul- 
letins, 30669-671 


data series, 


on Productivity, ex- 
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National flood insurance, program, examina- 
tion of financial statements, fiscal year 
1972, GAO report, 30255 

National forests, explore! visitor’s guide to 
discovery in national forests, 29632 

National Foundation on the Arts and 
Humanities, appropriations, 1974, report, 
29861 

National Gallery of Art, appropriations, 1974, 
report, 29861 

National Guard: 

Army— 

register, 30485 

woman’s place is in the Guard, 30487 
National Guard technicians, technician 

performance rating plan, 30486 
retirement credit, hearing, 30068 
technical personnel pamphlets, 30486 

National Guard Bureau, annual report, 30484 

National Heart and Lung Advisory Council, 
national heart, blood vessel, lung and blood 
program, report, 30488 

National Heart and Lung Institute: 
national heart, blood vessel, lung and blood 

program 
blood diseases panel, report, 30489 
blood resources panel, report, 30490 
National Heart and Lung Advisory 
Council, report, 30488 
NHLI’s blood resource studies, supply and 
use of Nation’s blood resource, 30493 

National Hurricane Research Laboratory : 

NOAA technical memorandum, ERL— 
NHRL series, 30525 

on role of organizational period in circu- 
larly symmetric hurricane model, 30525 

National Institute of Education, brief outline 
of its history, status, and tentative plans, 
30503 

National Institute of Law Enforcement and 
Criminal Justice, law enforcement stand- 
ards program LESP—RPT series, 30379 

National Institutes of Health, national heart, 
blood vessel, lung and blood program, pro- 
gram analysis, 30491 

National Labor Relations Board: 
board decisions and related court decisions, 

classified index, 30511 
jurisdiction guide in administration of Na- 
tional labor relations act, 30512 

National Library of Medicine, catalog, 
nual cumulation, 30513 

National Marine Fisheries Service, NOAA 
technical report, NMFS SSRF series, 30542 

National Meteorological Center: 

NOAA technical memorandum, NWS-NMC 
series, 30532 

numerical weather 
30581 

National Military Command System Support 
enter : 

NIPS formated file system 
user’s manual, 30084 
error codes, 30086 
job preparation, 30085 

National Ocean Survey : 

NOAA technical report, NOS series, 30543 
_ NOS publications, 30516 
National Oceanic and Atmospheric Adminis- 
tration : 
provide authority for certification of en- 
vironmental soundness of facilities in 
coastal waters, Offshore marine environ- 
ment protection act, hearings, 30015 
technical memorandums, 30520—539 
technical reports, 30540—-543 

National Oceanic and Atmospheric Adminis- 
tration Corps, travel regulations, 30120 

National parks, see names of parks. 

National Portrait Gallery, checklist of per- 
manent collection, 30552 

National Railroad Passenger Corporation : 
accident report, 30569 


an- 


prediction activities, 


(360 FPS) 


assistance, 


financial 
29925 


provide, hearings, 
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National Science Foundation : 
appropriations, 1974— 
hearings, 30005 
report, 29847, 29963, 29966 
national heart, blood vessel, lun; 
program, program analysis, 


and blood 
0492 


National security, assault on freedom, com- 
pendium of theoretical and polic 
ments by communist movement, 

——_ standard reference data _ series, 

“i 


state- 


National Transportation Safety Board: 
epgrepeation 1974, authorization, report, 


NTSB-AAR series, 30559 
NTSB-AAS series, 30566 
ooeet study report NTSB -series, 30572— 


National Water Commission : 
= appropriations, 1974, report, 


water policies for future, final report to 
President and to Congress, 3057 

National Weather Service : 
and cooperative upper air stations, 30579 
and water management, 30580 
NOAA technical memorandum— 

NWS-CR series, 30530 

NWS-ER series, 30531 

NWS-NMC series, 30532 

NWS-SR series, 30533-535 

NWS-TODL series, 30536 

NWS-WR series, 30537-539 
osters, 30578 

NATO, see North Atlantic Treaty Organi- 
zation. 

Natrona County, Wyo., stratigraphy and 
liminary biostratigraphy of Flagstaff 
area, Natrona County, Wyo., 30632 

Natural gas, see Gas. 

Natural resources : 

President's 1973 state of Union message on 
soteenl resources and environment, 


(series), 30641 
becoming a_ citizen series, our United 
States, 30302 
Federal textbook on citizenship, English 
and State government, home study 
course, 30303 
Naval education, 
30598 
Naval Facilities Engineering Command: 
design manuals, 30582 
cumulative index, 30582 
technical reports, 30584 
Naval Operations Office: 
excerpts from 35mm slide presentation by 
Office of Chief of Naval Operations, 
30585 
Naval Personnel Bureau, manual, 30586 
Naval Research Laboratory, report series, 
30589-596 
Naval Ships Systems Command, NAVSHIPS 
display illumination design guide intro- 
duction to light and color, 30597 
Naval Submarine Medical Center, reports, 
30407-412 
Naval vessels, see Battleships. 
Navarro, Richard : 
Old Reliable Mine project seismic measure- 
ments, 30524 
refraction, surveys in— 
Colorado, Grand Valley, Silt, and Equity 
Oil Company Plant, 30522 
Rifle, Colo., 30523 
Navigation : 
analysis of errors of gimballess inertial 
navigation system, USSR study, 30355 
navigation and communications, USSR 
study, 30344 
square wave VOR tests, 30655 
see also Air navigation. 
a —~ see Naval Ships Systems Com- 
mand. 


re- 
im 


resource publication 
Naturalization : 


rate training manuals, 
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Navy: 
manual of enlisted classifications, 30587 
rate training manuals, 30598 
travel regulations, 30120 
see also Uniforms. 

Nebraska, county business patterns, 29739 

Negotiation : 
negotiating equality for postal employees 

and uniformity in labor relations, hear- 
ings, 29933 
negotiation and statecraft, hearings, 30037 
Negroes : 
black colleges and Federal agencies, 30218 
characteristics of Negro immigrants in 
selected metropolitan areas, 1970, sup- 
plementary report, 29716 

social and economic status of black popula- 
tion in United States, 29776 

NESS, see National Environmental 
lite Service. 

Neuman, Charles J., statistical method of 
combining synoptic and empirical tropical 
cyclone prediction systems, 30533 

Nevada : 
county business patterns, 29740 
geohydrology of eastern part of Pahute 

Mesa, Nevada test site, Nye County, 
Nev., 30274 
Nevada County, Ark., water resources of 
Hempstead, Lafayette, Little River, Miller, 
and Nevada Counties, Ark., 30285 
New directions in U.S. water policy sum- 
mary, conclusions and recommendations, 
30575 
New Mexico, county business patterns, 29741 
New York State, landings, fish and shell- 
fish, 30514 
New Zealand, economic trends and their im- 
plications for United States, 30318 
NHRL, see National Hurricane Research 
Laboratory. 
Niagara Mohawk Power Corporation, fiche 
index for nuclear dockets, Nine Mile Nu- 
clear Station, unit 2, 29674 
Nickel, national inventory of sources and 
emissions, 29640 
NIB, see National Institute of Education. 
Nigeria, map, 29798 
Nightwear, industry wage survey, men’s and 
boys’ shirts (except work shirts) and 
nightwear, 30393 
Nine Mile Point Nuclear Station, unit 2, 
Niagara Mohawk Power Corporation, fiche 
index for nuclear dockets, 29674 
NIPS (National Military Command System 
Support Center Information processing 
system), see Information storage and re- 
trieval systems. 
Nitrification and denitrification, application 
of plastic média trickling filters for bio- 
logical nitrification ssytems, 30181 
Nitrilotriacetic acid, polarographic determi- 
nation of NTA, 30191 
Nitrogen oxides, nitrogen oxide abatement 
tocsnclegy. in Japan, 30196 
NLRB, see National Labor Relations Board. 
NMC, see National Meteorological Center. 
NMCS, see National Military Command Sys- 
tem Support Center. 
NMFS, see National Marine Fisheries Serv- 
ice. 
Noise : 
acoustic impedance of curved multilayered 
duct liners, 30458 

aircraft noise — planning guidelines 
for local agencies, 30293 

pitch discrimination in background noises 
up to 95 dB SPI, 30410 

see also Sonic boom. 

Nominations, see names of persons. 

Nonagricultural employment, see Employ- 
ment. 

Nonmetals, structural shapes, nonmetallic, 
Federal item identification guide, — 
Nonpartisan Commission on Federal ec- 
tion Reform, establish, report, 85 


Satel- 
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Nonpublic education, see Private schools. 
Norco, i., air pollution impact method- 
ology for airports, phase 1, 29646 
North America, Atlantic Coast, surface 
water temperature and density, 30516 
North Atlantic Assembly, see North Atlantic 
Treaty Organization. : 
North Atlantic treaty, implementation, ex- 
ecutive session hearings, 30033 
North Atlantic Treaty Organization, North 
Atlantic Assembly 18th meeting, report of 
U.S. delegation, 30025 
North Carolina: , 
completeness and quality of response in 
North Carolina marriage follow-back 
survey, 30480 
counties, population estimates, 29781 
North Dakota: 
county business patterns, 29742 
mineral and water resources, 30045. 
stratigraphy and geologic history of Mon- 
tana Group and equivatent rocks, 30281 
North Korea, map, 29799 
Northeast (U.S8.) : 
rail problems, 
29928 
Northwest 
30559 
Norway, lights and fog signals, 30124 
NOS, see National Ocean Survey. 
Now you are in charge (of your 
health), 30406 
Nozzles, site alteration 
exhaust impingement during simulated 
Viking Mars landing, nozzle develop- 
ment and physical site alteration, 30448 
NRL, see Naval Research Laboratory 
NSF see National Science Foundation. 
NSRDS, see National standard reference data 
series. 
NTA, see Nitrilotriacetic acid. 
NTSB, see National Transportation Safety 
Board. 
Nuclear energy, see Atomic energy. 
Nuclear engineering, space nuclear systems, 
authorizing legislation, hearings, 


background information, 


Airlines, Inc., accident report, 


dental 


effects from rocket 


Nuclear explosions : 
checklist guide for nuclear 
operations planning, 30082 
transport, deposition, and meteorological 
studies of nuclear debris in atmosphere, 
30521 
Nuclear fuel, 
Nuclear reactions, 
tions. 
Nuclear reactor power plants, topical meet- 
ing on water-reactor safety papers, 29669 
Nuclear science: 
application of model of porous body for 
calculation of field of velocities and 
temperatures in reactor core, USSR 
study, 30371 
fiche index for nuclear dockets, 29673—674 
Nuclear warfare, see Atomic warfare. 
Number of persons of Spanish origin by 
counties of United States, 29789 
Numerical calculations: 
LUIN, code for calculation of cosmic ray 
propagation in atmosphere, 29675 
numerical weather activities, 30581 
Nurses and nursing, nurses in action, Peace 
Corps, VISTA, career opportunities, 29591 
Nursing homes, nursing home care, 30291 
Nutrients, lake restoration by nutrient re- 
moval from wastewater effluent, Shagawa 
Lake project, 30175 
see Nutrition. 
Nutrition : 
Food and Nutrition Information and Bdu- 
cational Materials Center, catalog, 30466 
growth and survival of northern plants at 
low soil temperature, growth response, 
organic nutrients, and ammonium 
utilization, 30157 


emergency 


see Reactor fuels. 
see Photonuclear reac- 
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nutrition and aging, selected annotated 
bibliography, 29601 
nutrition and diseases, hearings, 30063 

Nutrition and Human Needs, Select Commit- 
tee on, Senate, hearings, 30063 

Nutrition of plants, see Plants. 

Nuts and bolts, effects of specimen radius on 
stress state near roof bolt anchor, finite 
element determination, 30426 

NWS, see National Weather Service. 

Nye County, Nev., geohydrology of eastern 
part of Pahute Mesa, Nevada test site, Nye 
County, Nev., 30274 


o 


OAS, see Organization of American States. 
OBR series, 30127-131 
O’Brien, Keran, LUIN, code for calculation 
of cosmic ray propagation in atmosphere, 
29675 
Observation : 
observations of surface effect vehicle per- 
formance, 30159 

Zvenigorod experimental station, optical 
observations of artifical earth satellites, 
USSR “tudy, 30329 

Occupational health, see Health. 

Occupational Safety and Health Administra- 
tion, occupational safety and health, mari- 
time standards and interpretations, 30599 

Occupations: 
careers in medical technology and related 

biological sciences in Veterans Adminis- 
tration hospitals and clinics, 30681 
hazardous occupation classification for 
customs and immigration inspectors for 
civil retirement purposes, report, 29860 
index, 1970, census, classified, 29705 
occupation and residence in 1965— 
for United States, supplementary, 
port, 29717 
statistics compared with census of popu- 
lation, 1970 subject reports, 29710 
trades and labor, job qualification system 
for occupations, 29809 
Occurrence and distribution of  seletced 
metals in streams near Huntsville, Ala., 
30271 
Ocean : 
applications of remote sensing techniques 
to buoy-based environmental data gath- 
ering, 30526 

measurements of distribution and volume 
of sea-surface oil spills using multi- 
frequency microwave radiometry, 30590 

mineral resources of deep seabed, develop- 
ment, authorize, hearings, 30046 

ocean transportation in noncontiguous 
States and territories, report. 29964 

radar sea returns, JOSS II, 30591 

U.S. ocean policy, report, 29974 

sec also Oceanography. 
Ocean temperature, surface water tempera- 
ture and density, North and South Amer- 
ica, 30516 
Oceanography : 
economic problems of world ocean, USSR 
study, 30366 

international Decade of Ocean Exploration, 
Jan. 1970—July 1972, progress report, 
30171 

Official Army National Guard Register, 30485 

Offshore marine environment protection act, 
30015 

Ohio State University, see Center for Voca- 
tional and Technical Education. 

Oll, see Petroleum. 

oil ee of rivers, harbors, etc., see Oil 
spills. 

Oil spills, measurements of distribution and 
volume of sea-surface oil spills using multi- 
frequency microwave radiometry, 30590 

Oil tankers, see Tankers. 


Fe- 
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Oklahoma : 
county business patterns, 29743 
1970 census of population characteristics 

of population, 7 
Old Reliable Mine, project, seismic measure- 
ments, 24 
Older persons, see Aged. 
Olson, Alan E., in-process pollution abate- 
ment, upgrading metal-finishing facilities 
to reduce pollution, 30661 
Olson. James J., rock damage from small 
charge blasting in granite, 30429 
Omniranges, square wave VOR tests, 30655 
One-year increase in authorization under 
Wagner-O’Day act, report, 29853 
Onslow County, N.C., providing for convey- 
ance of certain mineral rights in and 
under lands in Onslow County, N.C., 
report, 29884 
Ontario, Calif., area wage survey, 30389 
Open market operations, 30228 
Operating er = Ce 30211 
Operation Breakthrough, design and devel- 
opment of housing systems, phase 1, feed- 
back, 30294 
Operation housecleaning, 
29836 
Opthalmology, ophthalmology manpower, 
utilization of supplementary personnel, 
30481 
Opinion (public), see Public opinion. 
Optical measurements, optical measurement 
of capillary wave structure, 30540 
Optimization : 
ecological forecasting and optimizing of 
biosphere, U.S.S.R. study, 30362 

PERFORM, performance optimizing com- 
puter program for dynamic systems sub- 
ject to transient loadings, 30450 

Orbital stations and study of Earth from 
space, 30345 

Orders, see subjects. 

Ordinance of 1787, text, 29949 

Oregon, Middle Jurassic (Bajocian) ammo- 
nites from Eastern Oregon, 30280 

Ores, alternating current matrix-type sepa- 
rator, 30424 
see also names of metals or minerals. 

Organic compounds, synthetic organic chemi- 
cals, U.S. production and sales of miscel- 
laneous chemicals, 1971, preliminary, 
30660 

Organization of African Unity, extending cer- 
tain privileges and immunities in Organi- 
zation of African Unity, 29865 

Organization of American States, American 
foreign policy in economic and political 
relationships with Organization of Ameri- 
ean States and Latin America, 30648 

Organizing interface of hardware of local 
data control systems with M-6000 
ASVT-M computer complex, 30337 

Organophosphorus compounds, toxic organo- 
phosphorus compounds, U.S.S.R. study. 
30331 

, see Radiation Programs Office. 

Orphans, and child welfare, relief and reha- 
bilitation of war victims in Indochina, 
hearing, 30053 

Osso, Nicholas A., directory of secondary 
schools with occupational curriculums, 
public-nonpublic, 30136 

Ouachita County, Ark., soil 
30639 

Our cities and suburbs, 29790 

Our United States, becoming a citizen series, 
30302 


annual report, 


survey report, 


Our vocational training can guarantee you 
job of lifetime, 30239 

Outboard motors, exhaust emissions from un- 
controlled vehicles and related equipment 
using internal combustion engines, out- 
board motors, 29647 


Do not order from index; see indicated entry 





Outer space: 
research performed in USSR, 30373 
Soviet-American working group on remote 
sensing of natural environment from 
space, meeting, 30364 
Overseas business reports, 30127—131 
Overseas Private Investment Corporation, 
biographic register, 30648 
Overseas service, automated overseas employ- 
ment referral program, area information 
manual, 3 
Overseas trade promotion activities, calen- 
dar of events, 30320 
Oxidation : 
gamma induced low temperature oxidation 
of textile effluents, study, 30193 
recovery of mercury from cinnabar ores 
by electrooxidation, 30428 
Oxides, see Manganese oxides. 
Come, Sevens, Oxon Hill children’s farm, 


Oxygen : 
Auger analysis of oxygen and sulfur inter- 
actions with verious metals and effect 
of sliding on these interactions, 30461 
radical species profiles for methane-oxygen- 
argon flames, 30439 


P 


PA series, 29629—633 

Packaging, dangerous materials for militar 
aircraft transportation, Air Force manual, 
29652 

Pages, see Messengers. 

Pahute Mesa, geohydrology of eastern part 
of Pahute Mesa, Nevada test site, Nye 
County, Nev., 30274 

Paint, painting standard for broad gauge 
freight cars, USSR study, 30358 

Painting book, there lived a wicked dragon, 
environmental coloring book, 30199 

Paints, see Paint. 

Paleobiology, Smithsonian contributions to 
paleobiology, 30632 

Pamphlets, catalog of copyright entries, 

30072 


see also names of departments, etc. issuing 
pamphlets. 
Panama Canal, appropriation 1974, authori- 
zation, report, 29995 
Paper: 
government paper specification standards, 
29946 


llution as- 


pulp and paser industry, air 
ibliography 


pects of emission sources, 
with abstracts 29638 

Parachute Creek, X-ray mineralogy of Para- 
chute Creek member, Green River forma- 
tion, in northern Piceance Creek basin, 
Colo., 30282 

Parameters, review of plane-stress fracture 
mechanics parameter Ke determined using 
center-cracked tension specimen, 30589 

Parks, see names of parks. 

Particles, feasibility study of in-situ source 
monitoring of particulate composition by 
Raman and fluorescence scatter, 30185 

Partnership between accounting profession 
and SEC (address), 30623 

Passenger service, see Railroads. 

Passenger traffic, Rail Passenger service act, 
amend, hearings, 29925 

Passenger trains, see Railroads. 

Passports, you and your passport, 30644 
Patel, Raman Lal, preparation of molecular 
sieve materials from anthracite, 29813 

Patents: 
code of Federal regulations, 30225 
general information, 30600 

Pavements : 
basic properties of pavement components, 

30215 


rational pavement design, systems ap- 


ae oy to airfield pavements, Allerton 
ark conference proceedings, 30163 
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Paving breakers, Federal item identification 
guide, 30106 

Pay, see Salaries. 

Pay, allowances, etc., Government Printing 
Office employees erroneous payments, 
waiver of U.S. claims, 29994 

Payments, Indian tribes, Alaskan native vil- 
lages, payment listing by county, entitle- 
ment period 3, 4th payment, 30674 

Peace Corps: 
biographic register, 30643 
nurses in action, career 

29591 

Peaches: 

eanned, standards for grades— 
clingstone, 29606 
freestone, 29607 
Pears, canned, standards for grades, 29612 
Peat, producers in United States, 30420 
Peculiarities of common deep point compo- 
site tapes, USSR study, 30370 
Penal 
ers, 
Peninsular southeast 
survey of literature, 
Laos, Thailand, 29660 
Penn Central Transportation Company, rail- 
road accident report, 30570 
Pennsylvania Avenue Development Corpora- 
tion, appropriations, 1974, report, 29861 
Pensions : 
estimates of cost of 
plans, 29900 

grant and pension regulations for USSR 
servicemen, handbook, 30361 

private pension plan reform, summaries of 
testimony on proposals, 30017, 30022 

Retirement benefits tax act, related mate- 
rial, 29940 

Retirement income security for employees 
act of 1973, bill text and background 
information, 30062 

Perception, see Thresholds (perception). 

Performance ratings, see Efficiency ratings. 

ee tests (engineering, mechanical, 

etc.) : 
lagoon performance and state of lagoon 
technology, 30178 


opportunities, 


institutions, see Prisons and prison- 
I 


Asia, bibliographic 
Burma, Cambodia, 


vesting in pension 


observations of surface effect vehicle per- 


formance, 30159 

PERFORM, performance optimizing com- 
puter program for dynamic systems sub- 
ject to transient loadings, 30450 

point and path performance of light air- 
craft, review and analysis, 30452 

STOL ride control feasibility study, 30453 

Periodicals : 
catalog of copyright entries, 30072 
Government periodicals and subscription 

service, 30607 
Perishables, see Agricultural products. 
Permafrost, fundamental concepts for rapid 
disengagement of frozen soil, phase 1, 
30158 
Personal toiletry articles, 30107 
Personality tests, factors related to drug 
abuse in submarine service, personality 
trait patterns as delineated by Minnesota 
multiphasic personality inventory, 30411 
Personnel management, see Administrative 
management. 
Personnel workers, 3 & 2, Navy rate training 
manual, 30598 
Persons of Spanish origin, 29706 
Peru, economic trends and their implications 
for United States, 30313 
Petalium, see Beetles. 
Petrochemicals, identification and control of 
petrochemical pollutants inhibitory to 
anaerobic processes, 30180 
Petroleum : 
compound type separation and charac- 
terization studies for 370° to 535° C 
bolling distillate of Gach Saran, Iran, 
ernude ofl, 30441 

investigation of industry, 830086 
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petroleum product shortages impect on na- 
tional economy, hearings, 30011 

products survey (series), 30421 

SEC disclosure system, real estate and oil 
and gas (address), 30628 

Petroleum as fuel: 

analysis of regulatory aspects of fuel oil 
supply, 29645 

recent developments in desulfurization of 
fuel ofl and waste gas in Japan, 30187 

Petroleum gases, see Gas. 

Petroleum refineries, background information 
for proposed new source performance 
standards, 29643 

Phase diagrams, correlations of phase- 
boundary pressure of condensate fluid sys- 
tems with compositions modified by added 
butane, 30436 

Phase 4 announcement, economic stabiliza- 
tion program, 30075 

Phase stability, HCN lasers, frequency and 
phase stabilization by locking to syn- 
thesized reference, 30473 

Phase 8, regulations, questions, & answers, 
30076 


‘ 
Philadelphia, Pa.: 
accuracy of automated temperature fore- 
easts for Philadelphia as related to sky 
condition and wind direction, 30531 
census of housing, 1970, components of in- 
ventory change, 29691 
Phonographs, and record players attach- 
ments, current industrial reports, 29764 
Phosphatases, investigation of alkaline 
phosphatase activity in persons dealing 
with electromagnetic emission generators 
of high, ultra-high and superhigh fre- 


bibliog- 


quency, USSR study, 30357 
peeapmeres 
1 


Phosphorus, removal, 
raphy, 303 
see also Organophosphorus compounds. 

Photographic lenses, see Lenses. 

Photographic plates, see Plates 
graphic). 

Photographs, geostationary satellite position 
and attitude determination using picture 
landmarks, 30527 

Photonuclear reactions, photonuclear activa- 
tion analysis with GE(Li) detectors, com- 
pilations, 30594, 30596 

Phrases, see Terms and phrases. 

Physical science, see Science. 

Physics : 
collected data reports on Aug. 1972 solar- 

terrestrial events, 30174 
Solar-Terrestrial Physics, report UAG 
series, 30172—174 

Piceance Creek, X-ray mineralogy of Para- 
chute Creek member, Green River for- 
mation, in northern Piceance Creek basin, 
Colo., 30282 

Pickett, Dale L., spring flood, 1973, helping 
others, 29815 

Pictures, see Photographs. 

Pilkey, W. D.. PERFORM, performance 
optimizing computer program for dynamic 
systems subject to transient loadings, 
30450 

Pillars (mines), see Mine pillars. 

Pilot Knob, Mo., mine roof vibrations from 
underground blasts, Pilot Knob, Mo., 30437 

Pilots and pilotage, see Aviators. 

Pins, Federal item identification guide, 30108 

Pipe lines, accident report, NTSB-PAR 
series, 30567-—568 

Pipelines, see Pipe lines. 

Pipes and pipe fittings: 
hose, air duct and air breathing, Federal 

item identification guide, 30102 
pipe, metallic, Federal item identification 
guide, 

Pistons, piston pin, Federal item identifica- 
tion guide, 30108 

Pitch, pitch discrimination in background 
noises up to 95 dB SPL, 30410 


(photo- 
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Pittsburgh, Pa., Equitable Gas Company, 
natural gas distribution system, Pitts- 
burgh, Pa., pipeline accident report, 30567 

Placer deposits : 

Alaska, 30270 

gold deposits of Utah, 30269 

placer examination, principles and prac- 
tices, 30397 

Plains, see Great plains. 

Plane stress, see Strains and stresses. 

Plants, growth and survival of northern 
plants at low soil temperatures, growth 
response, organic nutrients, and am- 
monium utilization, 30157 

Plants (industrial), see types of industrial 
plants. 

Plasticity, theory of soil plasticity with in- 
definite angle of non-coaxiality, 156 

Plastics, see names of articles made from 
plastics. 

Plates, metal bars, rods, wires, sheets, plates, 
and shapes, Federal item identification 
guide, 30105 

Plates (photographic) : 
reduction of photographic plate measure- 

ments for satellite triangulation, 30543 

Plumbers supplies, plumbing fixtures, sum- 

ey 1972, current industrial reports, 


Plumbing, plumbing facilities by persons per 
room and by income in 1969 of families 
and primary individuals, United 
States, 29695 

Plumbing fixtures, see Plumbers supplies. 

Plywood, softwood, current industrial re- 
ports, 29772 

-- -- black lung program manual, 
3038 

Pocket pat to choosing vocational school, 


for 


Point and path performance of light air- 
eraft, 30452 

Poisons, toxic organophosphorus compounds, 
USSR study, 30331 

Polar regions, see Antarctic regions. 

Polarography, polarographic determination 
of NTA, 30191 


Police: 
police traffic services, supervisory level 
vr program student study guide, 
street crime in America, police response, 
hearings, 897 
Political kidnapings, 1968-73, 29920 
Politics : 
Federal employees political participation, 
29807 


military surveillance of civilian politics, 
subcommittee report, 30051 
Pollution : 
pollution control costs and research 
priorities in animal slaughtering and 
processing industries, 304 
a 1973 environmental program, 


upgrading metal-finishing facilities to re- 
duce pollution (series), 30661—662 
upgrading poultry-processing facilities to 
reduce pollution (series), 30663-—665 
see also Air pollution—Water pollution. 
Polymers and polymerization : 
flow augmenting effects of polymer addi- 
a into open channel water flows, 
polymer concrete-reinforced concrete com- 
posite beams, 30162 
polymerized lightweight structural ele- 
ments, 30160 
studies of radiation effects, final report, 
29677 


Poor: 
limited resource farmers, proceedings of 
workshop, 30669 
productive employment of disadvantaged, 
guidelines for action, 30402 
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Population : 
census, 1970— 


characteristics of population, 29697—704 
as one occupations classified in- 
lex, 
publication and computer tape program, 
list, 29719 


subject reports, 297(06—-710 
supplementary reports, 29711-718 
completeness and quality of response in 
North Carolina marriage follow-back 
survey, 30480 
current population reports— 
consumer buying indicators, 29783 
consumer income, series, 29782 
Federal-State cooperative program for 
population estimates, 29779-781 
population estimates and projections, 


special studies, 29776 
distribution, and policy, 30601 
employment and population changes, spe- 
cial economic reports series ES 20, 
29784 
estimates of population, counties— 
Kansas, 29780 
Massachusetts, 29779 
North Carolina, 29781 
farm population estimates, 1910—70, 29635 
geographic divisions and States, changes, 
29784 
growth and its implications for future on 
resources, environment and food supply, 
hearing, 29932 
population program assistance, aid to de- 
veloping countries by United States, 
other nations, and international and 
private agencies, 30322 
United States estimates, 29777-778 
Population Growth and the American Fu- 
ture, Commission on, research reports, 
30601 
Porous materials, application of model of 
porous body for calculation of field of 
velocities and temperatures in reactor core, 
USSR study, 30371 
Ports: 
construction in 
30169 
Ports and waterways safety act, amend, 
hearings, 30015 
U.S. foreign trade, schedule D, classifica- 
tion of customs districts and ports, 
29724 
Post Office and Civil 
House: 
committee print, 29934 
hearings, 29933 
report, 29860 
Post Office and Civil 
Senate: 
hearings, 30064-—68 
report, 29973 
Postage stamps: 
commemorative 8-cent— 
Lyndon B. Johnson (poster), 30676 
Robinson Jeffers (poster), 30677 
Postal service : 
mail services and how to use them, 30678 
publications, price list, 30606 
see also Uniited States Postal Service. 
Posters : 
National Weather Service, 30578 
United States Postal Service, commemora- 
tive stamps, 30676—677 
Poteat, Kenneth O., comparison of satellite- 
derived low and cirrus level winds with 
conventional wind observations, 30535 
Potential fertilizers for underdeveloped 
areas, 30671 
Poultry : 
health requirements and regulations gov- 
erning interstate and international 
movement, State-Federal, 29655 
in-process pollution abatement, 
processing facilities, 30663 


theater of operations, 


Service Committee, 


Service Committee, 


poultry- 
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poultry, 
1969 


Poultry 
livestock, 
products, 
29689 
meat eae poultry 
2965 
pretre - nt of poultry processing wastes, 
30664 
upgrading poultry-processing facilities to 
reduce pollution (series), 30663—-665 
waste treatment, poultry-processing facili- 
ties, 30665 
Poultry processing plants, see Poultry. 
Powders, electrical conductivity of stream 
of hot powdered fuel, USSR study, 30368 
Powell, H. E., recovery of zinc, copper, 
silver, and iron from zinc smelter residue, 
30431 
Power, public 
port, 2993 
Power brakes, see Brakes. 
Power plants, airframe and powerplant me- 
chanics certification guide, 30210 
Power resources : 
conservation and 
hearings, 29913 
energy conservation and development rec- 
ommendations contained in final report 
of National Commission on Materials 
Policy, summary, 30043 
President’s energy message, 
30041 
Precipitation : 
forecasting at 
pressure gradient 
high plains precipitation 
project, preliminary planning 
ment, 30201 
research, 30202 
updating of numerical precipitation guid- 
ance, 30534 
Precipitation (chemistry) : 
tensile properties to 650° C and deforma- 
tion structures in precipitation- 
strengthened titanium-aluminum alloy, 
30460 
Predisaster 
in California, 
Preparation of 
from anthracite, 
Preprimary enrollment, 30148 
President of United States, messages, 
in main alphabet, subject of message. 
President's National Commission on Produc- 
tivity, see National Commission on Pro- 
ductivity. 
Pressure: 
development of indwelling 
pressure sensor, 29671 
forecasting precipitation 
Calif., using pressure 
30539 
Pressurized 
(atomic). 
Pretreatment of poultry 
30664 
Prevention 
stitutions, 
Price control, 
Prices: 
contracts 
priced in 
30254 
inquiry into spread 
prices and prices 
hearings, 29892 
phase 4 announcement, 
zation program, 30075 
see also names of commodities. 
Prisoners, see Prisons and prisoners. 
Prisoners of war, American prisoners of war 
and missing = action in Southeast Asia, 
hearings, 2990 


livestock 
census of 


and poultry 
agriculture, 


inspection regulations, 


works appropriations, 1974, re- 


efficient use of energy, 


hearings, 


Bakersfield, Calif. using 
vectors, 305 

ene ement 
docu- 


assistance for eucalyptus trees 


30012 
molecular 
29813 


sieve materials 


see, 


intracranial 


at Bakersfield, 
gradient vectors, 
reactor, Reactors 


water see 


processing wastes, 


of violence in correctional in- 
30377 


see Prices. 


firms should be 
GAO report, 


wih foreign 
local currency, 


retail food 
farmers, 


stabili- 


between 
received by 


economic 
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Prisons and prisoners: 
prevention of violence in correctional in- 
stitutions, criminal justice monograph, 
30377 
reform of our correctional systems, 
29862 
revolutionary activities directed toward 
administration of penal or correctional 
systems, hearings, 29921 
Private laws, see Law. 
Private schools: 
directory of schools with occupational pro- 
grams, public and ae e— 
postsecondary, 3013 
secondary, 30136 
Procedures, see Administrative management. 
Proceedings of workshop on methods of 
working with limited resource farmers, 
30669 
Processing of food, see Food precessing. 
Procurement, see Defense Department—Gov- 
ernment contracts. 
Production : 
estimated world fertilizer production ca- 
pacity as related to future demand, 
30670 
productivity and the economy, 30391 
see also names or classes of commodities. 
Production credit associations, summary, 
1972 operations, 30208 
P roductive employment of 
guidelines for action, 30402 
Productivity, see Production. 
Productivity and Work Quality, National 
Commission on, see National Commission 
on Productivity and Work Quality. 
Productivity, President's National Commis- 
sion on, see National Commission on Pro- 
ductivity. 
Products, see Commercial 
names of products. 
Professional papers, 
30272-2283 
P rofessions, 
30149 
Program aid series, 29629-6353 
Project Apollo (man-in-space 
Apollo experience report— 
command and service moduie 
control systems, 30455 
crew station integration 
siderations, 30459 
Projectiles, card-gap and projectile impact 
sensitivity measurements, compilation, 
30418 
Projections of educational statistics to 1981— 


82, 30150 
Propagation, LUIN, code for calculation of 
cosmic ray propagation in atmosphere, 
29675 
Propellants, 


report, 


disadvantaged, 


products—also 
Geological Survey, 


profession of change (address), 


program) : 
reaction 


lighting con- 


methods for 
30328 

of mort- 
1967-71, 


ballistic design 
solid-fuel missiles, USSR study, 

Property, income of homeowners 

gaged properties acquired in 
United States, 29696 

see also Real estate. 

Proprioceptive system, adaptation to dis- 
placed hearing, non-proprioceptive change, 
30407 

Prosecutors, street crime in 
ecution and court innovations, 
29897 

Protected educational facilities in found 
space, guide to converting noneducational 
spaces into safe, healthful environments 
for education, 30083 

Protecting health of coal miners, interagency 
approach, 30500 

Protocol amending 1928 convention concern- 
ing international expositions, 29951 

Provine, Dorothy S., preliminary inventory 
of records of National Capital Planning 
Commission, 30467 

Proxy, remarks on new proxy rules (ad- 
dress), 30624 

Psychiatric clinics, see Clinics. 


America prose- 
hearings, 
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Psychiatric institutions, see Mental institu- 
tions. 

Public assistance, see Public welfare. 

Public Broadcasting Corporation : 
authorizations, extend, report, 29863 
Board of Directors of Corporation, recess 

appointment, report 29863 
Public buildings 
act, amend— 
law, 29830 
relating to District of Columbia, hear- 
ing, 30016 

Publie debt: 

limitation, incre , continue, 29834 
reports, 29868, 29872, 29958 
Public Documents Department, price lists, 
30605-—608 
Public documents highlights, 30609 
Public employment, see Hmployment. 
Public health, see Health. 
Public Health Service : 
act, amend, report, 29997 
travel regulations, 30120 
Public information: 
availability of all information to Congress, 
except where executive privilege is in- 
voked, require, hearings, 29911 

freedom of information act, amend, hear- 
ings, 29914 

Public lands, uniform appraisal standards 
for Federal land acquisitions, 30304 

Public laws, see Law. 

Public opinion, homemakers’ opinions about 
dairy products and imitations, nationwide 
survey, 29625 

Public schools, see High schools. 

Public service, programs for 
persons, report, 29981 

Public welfare : 

Federal domestic assistance, 1973 
30401 

medicare, public assistance recipients in 
supplementary medical insurance pro- 
gram, 1969, 30634 

studies in public welfare income-tested 
social benefits in New York, adequacy 
incentives, and equity, 29835 

Public works: 

approp! ations, 1974, water and power de- 
velopment report, 29993 
appropriations, 1974, report, 29890 
Engineers Corps, Army, report 1972 civil 
works activities specific project data— 
departmental edition, 30165 
document edition, 29838 

Public Works Committee, House, 
29935 

Public Works Committee, Senate, 
29955, 29972 

Publications, CIP, cataloging in publication, 
progress reports, 30399-400 

see also Military publications—also names 
of departments. ete., issuing publica- 
tions— also subjects. 

Pulmonary Specialized Centers of Research 
(SCOR) Workshops, workshop on lung 
cell identification, isolation and culture, 
30494 

Pulp, pulp and paper industry, air pollution 
aspects of emission sources, bibliography 
with abstracts, 29638 

Pumps, and compressors, current industrial 
reports, 29771 

Pupils (students), see Students. 

Purchase of Products and Services of the 
Blind and Other Severely Handicapped, 
Committee on: 

appropriations, 1974- 
increase, authorization, 
report, 29885 

Purchasing, consumer 
series, 29783 

Pyrometers, automatic pyrometer for meas- 
uring true temperature of metals on basis 
-f radiation, USSR study, 30348 


unemployed 


catalog, 


hearings, 


reports, 


report, 29853 


buying indicators 
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Q 


Qualification of miniature internal tureads 
using air flow, 29665 


R 


R.E.A., see Rural Electrification 
tration. 

Rabbit hutches, hutches 
building plan, 29628 
Rabbits, meat and poultry inspection regula- 

tion, 29656 

Rabies, Center for Disease Control zoonosis 
surveillance, annual summary, 1972, rabies, 
29793 

Radar: 
radar echo distribution in Arizona during 

July and Aug., study, 30538 
radar sea returns, JOSS LI, 30591 

Radiation : 
automatic pyrometer for measuring true 
temperature of metals on basis of radia- 

tion, USSR study, 30348 
consumability of animals exposed to radia- 
tion in post attack situation, 29678 
environmental exposure to nonionizing ra- 
diation, 30612 
irradiation, Hawaii food program, 29676 
studies of radiation effects, final report, 
9677 
see also Cosmic rays. 

Radiation biology, see Radiobiology. 

Radiation doses, see Radiation. 

Radiation emission, investigation of alkaline 
phosphatase activity in persons dealing 
with electromagnetic emission generators 
of high, ultra-high and superhigh fre- 
quency, USSR study, 30357 

Radiation exposure, sce Radiation. 

Radiation Programs Office, EPA/ORP series, 
30612 

Radical species profiles for methane-oxygen- 
argon flame, 30439 

Radio broadcasting, programs, 
general information, 30074 

Radio communication, see Television. 

Radio Free Europe: 
appropriations 1973, 

thorize, report, 2996 
funding, hearings, 30030 

Radio frequencies, NBS frequency and time 
broadcast services, radio stations, WWV, 
WWVH, WWVB, and WWVL, 30471 

Radio Liberty : 
appropriations, 1973, 

thorize, report, 29961 
funding, hearings, 30030 

Radio programs, see Radio broadcasting. 

Radio stations, WWV, WWVH, WWVB, and 
WWVL, NBS frequency and time broad- 
cast services, 30471 

Radioactivation analysis, photonuclear ac- 
tivation analysis with GE (Li) detectors, 
compilations, 30594, 30596 

Radioactive substances, opportunity for AEC 
to improve its procedures for making sure 
that containers used for transporting 
radioactive materials are safe, GAO report, 
30258 

Radioactive waste disposal, radioactive waste 
management, appropriations, 1974, author- 
ization, hearings, 29832 

Radioactivity, transport, 
meteorological studies 
in atmosphere, 30521 

Radiobiology, USSR periodical, translations, 
29664 

Radiometry, measurements of distribution 
and volume of sea-surface oil spills using 
multifrequency microwave radiometry, 
: 0 


Oe 


Adminis- 


for rabbits, farm 


copyright, 


au- 


. supplemental, 


supplemental, au- 


deposition, and 
of nuclear debris 


Radionuclides : 
distribution of radionuclides in bottom 
— of Columbia River estuary, 
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Radionuclides—Continued 

transport of radionuclides by 
(series), 30273 

Railroad accidents : 

Atchison, Topeka and Santa Fe passenger 
train no, 212 collision with Stillwater 
Milling Company motortruck at 116th 
Street north grade crossing near Col- 
linsville, Okla., railroad/highway ac- 
cident report, 30571 

railroad/highway accident NTSB- 
RHR series, 30571 

reports, 30569-—570 

train accidents attributed to negligence of 
employees, special study, report, 30574 

Railroad cars, Rolling stock utilization and 
financing act, report, 29979 
see also Freight cars. 

Railroad crossings, Atchison, Topeka and 
Santa Fe passenger train no. 212 collision 
with Stillwater Milling Company motor- 
truck at 116th Street north grade cross- 
ing near Collinsville, Okla., railroad/high- 
way accident report, 30571 

Railroad employees : 
railroad retirement system, analysis of 

its historical development, statistical 
trends, structure, and adequacy, 30613. 
retirement— 
background information, 29927 
temporary benefits, increase, extension, 
report, 29954 

retirement act, amend 

annuity, eligibility and retirement tax 
rate, hearings, 30061 

revise eligibility conditions, etc., report, 
29859 

train accidents attributed to negligence 
of employees, special study report, 30574 

Railroad/highway accident report NTSB- 
RHR series, 30571 

Railroad retirement, see 

Railroad retirement act, 
ployees. 

Railroads : 

Federal railroad safety act, amend, report, 
29851 


streams 


report 


Railroad employees. 


see Railroad em- 


ICC to continue essential rail transporta- 
tion services, authorize, report, 29978 
Rail passenger service act, amend, hear- 
ings, 29025 
rail problems, background information, 
29928 
railroad safety and hazardous materials 
control, amend, report, 29851 
retirement systems, analysis of its his- 
torical development, statistical trends, 
structure, and adequacy, 30613 
roadway and track statistics in 
States, 30325 
safety appliance standards 
brake requirements, 30617 
Railway cars, see Freight cars. 
Railway crossings, see Railroad crossings. 
Railways, see Railroads. 
Rain, see Precipitation. 
Raleigh, Henry D.: 

Arkansas Nuclear One, unit 1, Arkansas 
Power and Light Company, 29673 
Nine Mile Point Nuclear Station, unit 2, 

Niagara Mohawk Power Corporation, 
29674 
Raman scattering, see Scattering. 
Ranges, see Stoves. 
Rate training manuals, 30598 
Rates, see Insurance. 
RBA, Rural Electrification 
tion. 
Reactivity : 
association of automotive fuel composi- 
tion with exhaust reactivity, 30433 
reactivity of hydroxyl radical in aqueous 
solutions, 30470 


United 


and power 


see Administra- 


Page 120 





Reactor fuels, burnup determination for fast 
reactor fuels review and status of nuclear 
data and analytical chemistry methodol- 
ogy requirements, 29681 

Reactor power plants, see Nuclear reactor 
power plants. 

Reactor safety, see Safety of life. 

Reactors (atomic) : 
application of model of porous body for 

ealculation of field of velocities and 
temperatures in reactor core, USSR 
study, 30371 
topical meeting 
papers, 29669 
Readiness of Air Force in Europe, GAO re- 
port, 30260 

Reading: 

graphic materials, theme 2, reading, na- 
tional assessment of educational prog- 
ress, report, 30145 

reference materials, theme 4, reading, na- 
tional assessment of educational prog- 
ress, report, 30145 

survey of reading habits, theme 4, litera- 
ture, national assessment of educational 
progress, report, 30142 

understanding words and word relation- 
ships, theme 1, reading, national assess- 
ment of educational progress, report, 
30143 

Real estate: 

Property tax relief and reform act, hear- 
ings, 30038 

property taxes and urban blight, 30039 

requirements of national market in real 
estate securities (address), 30625 

SEC disclosure system, real estate 

oll and gas (address), 30628 
also Farms. 

Real property, see Real estate. 

Receivers (radio) : 
home-type radio receivers and automobile 

radios, current industrial reports, 20764 

Recent developments of fuel oil and waste 
gas in Japan, 30187 

Recent educational 


on water-reactor safety 


and 


SCE 


legislative 


policy and 
development abroad, 30151 


Reclamation Bureau : 
appropriations, 1974, report, 29890 
public works appropriations, 1974, report, 
29993 
Reclamation of land: 
acquisition and reclamation of abandoned 
mines, hearings, 29918 
methods and costs of coal refuse disposal 
and reclamation, 30413 
Recognition of natural brine by electrical 
soundings near Salt Fork of Brazos River, 
Kent and Stonewall Counties, Tex., 30283 
Recondition and reuse of organically con- 
taminated waste chloride brines, 30182 
Record players, see Phonographs. 
Records, computers and rights of citizens, re- 
port, 30292 
see also names of departments, etc.—also 
subjects. 
Recovery of mercury from cinnabar ores by 
electrooxidation, 30428 
Recreation, Army recreation 
guide, 29659 
Recycle operations (chemical technology) : 
evaluation of treatment for urban waste- 
water reuse, 30177 
marine sanitation system 
30186 
see also Waste treatment. 
Redevelopment (city planning, etc.) : 
field procedures in connection with re- 
ports on relocation activities, 30295 
Reduction (chemical) : 
sulfatization-reduction of 
iron ore, 30427 
Reduction of Federal Expenditures Joint 
Committee, committee prints, 29947—948 
Reduction of photographic plate measure- 
ments for satellite triangulation, 30543 


and _ travel 


demonstration, 


manganiferous 
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Susan K., controlled accessibility bib- 
30476 
reference materials, theme 
4, reading, national assessment of educa- 
tional progress, report, 30145 
Refineries, lead, background information for 
proposed new source, performance stand- 
ards, 29643 
see also Petroleum refineries. 
Reform of our correctional systems, 
Refraction : 
refraction surveys in— 
Colorado, Grand Valley, Silt, and Equity 
Oil Company Plant, 30522 
Rile, Colo., 30523 
Refugees, relief and 
victims in Indochina, 


Reed, 
liography, 
Reference books, 


29862 


rehabilitation of war 


orphans and child 
welfare, hearing, 30053 
Regina Footwear, Inc., Brooklyn, N.Y., foot- 
wear for women, Tariff commission re- 
port, 30658 
Registers : 
Army National Guard, 30485 
State Department, biographic, 
Regulations, see subjects. 
Rehabilitation of criminals, 
correctional systems, report, 
tional copies, report, 29864. 
Rehabilitation of the disabled: 
authorize Federal grants for vocational 
rehabilitation services, report, 29987 
Rehabilitation act, report, 29987 
vocational, State agencies, caseload statis- 
tics, 30615 
Reinforcements, 
rock pillars by 
forcement pressures, 
Relief work : 
foreign relief aid, h 
spring flood, 1973, 
Relocation (housing), 
(city planning, etc.). 
Remote sensing : 
applications of remote 
to buoy-based environmental 
gathering, 30526 
measurements of distribution and volume 
of sea-surface oil spills using multifre- 
quency microwave radiometry, 30590 
Soviet-American working group on remote 
sensing of natural environment from 
space, meeting, 30364 
Renegotiation, see Government contracts. 
Renegotiation Board : 
appropriations, 1974— 
hearings, 30005 
report, 29963 
Renegotiation act and Renegotiation 
Board, proposal for exte nsion, 29943 
Rent, District of Columbia, rent control au- 
thority, establish, hearings, 29898 
Reorganization of Government activities, see 
Government reorganization plans. 
Report UAG series, 30172—-174 
Reports, see names of departments, 
issuing reports. 
Rescue operations, 
Research, see subjects. 
Research and development reports, 
683 
Coal Research Office, 29813 
Research and development series, 30501—502 
Research reports: 
Center for Studies 
quency, 30504 
Cold Regions Research 
Laboratory, 30156 
Equal Employment Opportunity 
sion, 30206 
Population Growth and the American Fu- 
ture, Commission on, 30601 
Research scientists, National biomedical re- 
search —~—* traineeship, and train- 
ing act, report, 97 


30643 


reform of our 
print addi- 


strengthening of fractured 

use of small radial rein- 
30432 

‘arings, 30026 

helping others, 29815 
see Redevelopment 


sensing techniques 
data 


etc., 
see Relief work. 


29664— 


of Crime and Delin- 


and Engineering 


Commis- 
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Reserve components of Armed Forces: 
personnel strengths for— 
1972, authorization— 
hearings, 
report, 29882 
1974, authorization, hearings, 30007 
Reservoirs, summary of reservoir deposition 
surveys made in United States through 
1970, 29627 
Residences, see Apartment houses—Houses. 
Resolutions, see Law. 
Resolving power, method for determining 
resolving power of photographic lenses, 


Resources, see Natural resources. 
Respiration, hose, air duct and air breath- 
ing, Federal item identification guide, 
30102 
Respiratory acidosis, see Acidosis. 
Respiratory equipment, comparison of respir- 
able dust concentrations measured with 
MRE and modified personal gravimetric 
sampling equipment, 30442 
Restoration, lake restoration by nutrient re- 
moval from wastewater effluent, Shagawa 
Lake project, 30175 
Retail trade, food retailer and PACA, 29629 
Retaliation (economics), see Tariff. 
Retirement, National Guard retirement 
credit, hearing, 30068 
see also Civil Service pensions—Pen- 
sions—Ratllroad employees. 
Revenue sharing: 
4th entitlement period allocations with 
adjustments for entitlement periods 1, 
2 & 3, 30673 
Indian tribes, Alaskan native villages, 
payment listings by county, entitlement 
period 3, 4th payment, 30674 
Revision of genus Petalium LeConte in 
United States, Greater Antilles, and 
Bahamas (Coleoptera: Anoblidae), 29636 
Revolution, 1775-83, spirit of revolution 
lives on in Sons of American Revolution 
(address), 29816 
Revolutions, revolutionary activities directed 
toward administration of nal or correc- 
tional systems, hearings, 29921 
Rewards (prizes, etc.) : 
achievements 1972, Federal incentive 
awards le program, Civil Service Commis- 
sion, 
Rhode F~ 
census of transportation, 1972, truck in- 
ventory and use survey, 
county business patterns, 29744 
Rhodesia, Southern, future direction of U.S. 
policy, hearings, 29904 
Ribovich, J., active list of permissible explo- 
sives and blasting devices approved before 
Dec. 31, 2, 30414 
Rice, in United States, varieties and produc- 
tion, 29620 
Richardson, Elliot L., nomination, hearings, 


30052 
Riddiough, Earl T., forecasting precipitation 
at Bakersfield, Calif.. using pressure 
cq ond vectors, 3053 
Rifle, Colo., refraction surveys, 30523 
gate (civil), see Civil rights. 
os L., mineral industry of Kentucky, 


Rings, Sesitien’ rings, Federal item identifica- 
tion guide, 30119 
Rivers: 
national study of streamflow data-collec- 
tion programs, 30287 
occurrence and distribution of selected 
— in streams near Huntsville, Ala., 


stream channelization, effects, etc., hear- 


through 
planned urban eae. 30198 


quality preservation 


transport of coawene ides by streams 
(series), 30273 


Riverside, Calif., area wage survey, 30389 
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Rivets, rivets, rivet caps, and collars, Fed- 
eral item identification guide, 30111 
Roads and highways: 
code of Federal regulations, 30221 
highway accident reports, 30560—-562 


highway legislation, future needs, hear- 


ings, 29935 E 
planning 
3 


highway technical reports, 
30212-2 
publications, price list, 30606 — 
R & D highway transportation 
and development studies, 30214 
railroad/highway accident report NTSB-— 
RHR series, 30571 
Robert F. Kennedy Memorial Stadium : 
District of Columbia, additional 
hearing, 30016 
8,000 additional seats, provide at no cost 
to Government, law, 29830 
Roberts, Charles T., financial accounting, 
classifications and standard terminology 
for local and State school systems, 30139 
Robots, robot-manipulator control algo- 
rithms, USSR study, 30360 
Rock drills, see Drills (tools). 
Rocks: 
effects of specimen radius on stress state 
near roof bolt anchor, finite element 
determination, 30426 
rock damage from small charge blasting in 
granite, 30429 
stratigraphy and geologic history of 
Montana Group and equivalent rocks, 
Montana, Wyoming, and North and 
South Dakota, 30281 
strengthening of fractured rock pillars by 


research 


seats, 


use of small radial reinforcement pres- 


sures, 30432 

Rocky Mountain National 
formation, 30548 

Rods, metal bars, rods, wires, sheets, plates, 
and shapes, Federal item identification 
guide, 30105 
see also Tie rods. 

Role of institutional investors in stock mar- 
ket, 30020 

Rolling stock, see Railroads. 

Romine, G. L., site alteration effects from 
rocket exhaust impingement during simu- 
lated Viking Mars landing, nozzle develop- 
ment and physical site alteration, 30448 

Roofing, asphalt and tar roofing and siding 
products, current industrial reports, 29754 

Rope, see Wire rope. 

Rosenbaum, Joe B., sulfur dioxide emission 
control by hydrogen sulfide reaction in 
aqueous solution, citrate system, 30443 

Rossbach, R. J., automobile gas turbine, opti- 
—, Te selection study, final report, 


Ruhoff, Florence A., bibliography and zoo- 
logical taxa of Paul Bartsch, with bio- 
graphical sketch, 30633 

Rules, see names of Courts, Commissions, 
etc., issuing rules—also subjects. 

Rules a Administration Committee, Sen- 

ate: 
hearings, 30069 
reports, 29960, 29971, 29982, 29985, 29994 

Rules Committee, House: 
hearings, 29936 
reqese. 29847-—849, 29857, 29863, 29879-— 

88 

Ruminations and action on enforcement, SEC 
(address), 3 7 

Runways (aeronautics) : 
ability of laser profilemeter system to 

evaluate unprepared landing site, analy- 
sis, 30166 
see also Pavements. 

Runyan, Jack L., cost comparison of high 
and low ceilings in modern grocery ware- 
houses, 29614 

Rural communities, health services in rural 
America, 29619 
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Rural development programs: 
Rural development act, implementation, 


hearings, 30001 
Rural Electrification Administration, mate- 
rials acceptable for use on systems of REA 
borrowers, list, telephone, 30616 
Rural housing, see Housing. 
Russian language, active introduction, 30651 


Ss 


Sacks, see Bags. 
Safety equipment and appliances, safety ap- 
pliance standards and power brake require- 
ments, U.S., 30617 
Safety in the air, see Safety of life. 
Safety of life: 
eard-gap and projectile impact sensitivity 
measurements, compilation, 30418 

checklist guide for nuclear emergency op- 
erations planning, 30082 

hazard from engines rebreathing exhaust 
in confined space, 30434 

International Technical Conference on Ex- 
perimental Safety Vehicles, report, 
30498 

jet blast hazards, special study, 30566 

nonoperating motor vehicle safety study, 
special study, 30572 

occupational safety and health maritime 
standards and interpretations, 30599 

police traffic services, supervisory level 
training program student study guide, 
30496 

pupil transportation safety program, 30497 

railroad safety and hazardous materials 
control, amend, report, 29851 

Safe drinking water act, 29956 

topical meeting on water-reactor safety 
papers, 29669 

train accidents attributed to negligence of 
employees, special study report, 30574 

St. Lawrence Seaway Development Corpora- 
tion, financial statement, audit, GAO re- 
port, 30252 

St. Louis, Mo. : 
census of housing, 1970, 

inventory change, 29692 
preliminary transport wind 
height climatology, 30530 

Salaries : 

Federal salary act, amend with respect to 
certain executive, legislative and 
judicial salaries— 

hearing, 30066 
report, 29973 

how to keep time and pay records under 
Fair labor standards act, 30682 

see also Wages. 

Salem, IIL, railroad accident report, 30569 

Sales, see names of commodities, 

Salesmen and salesmanship : 
how to sell to U.S. Department of Com- 

merce, 29818 
selling in— 

Italy, 30129 

Yugoslavia, 30128 

Salinity, brackish water clam Rangia cuneata 
as indicator of ecological effects of salinity 
changes in coastal waters, 30164 

Salmonella, FDA task force, recommenda- 
tions to Commissioner for control of food- 
borne human salmonellosis, 30243 

Salmonellosis, recommendations to Commis- 
sioner for control of foodborne human sal- 
monellesis, 30243 

Salt Fork of Brazos River, sce Brazos River. 

Salt Lake City, Utah, transportation controls 
to rednce motor vehicle emissions, 29644 

Salting out, see Salts. 

Salts : 
origin and management of salt springs and 

seeps in upper Brazos River basin, Tex. 
(series), 30283 


components of 


and mixing 
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Salts—Continued 
recondition and reuse of organically con- 
taminated waste sodium chloride brines, 
30182 
water pollution and associated effects from 
street salting, 30192 
Sampling, warehouse-man’s sample-lot in- 
spection service, questions and answers, 
29602 
Sampling devices, comparison of respirable 
dust concentrations measured with MRE 
and modified personal gravimetric sam- 
pling equipment, 30442 
San Bernardino, Calif., 
30389 
San Carlos Mineral Strip, purchase property 
919 
Ss 


area wage survey, 


located within, hearing, 29 
an Clemente, Calif., security of the Presi- 
dent, Federal expenditures on his proper- 
ties, hearings, 29893 
Sanitation, marine sanitation system demon- 
stration, 30186 
Santa Barbara Channel, M/V Triple Crown 
sinking with loss of life, marine casualty 
report, 30564 
Santa Rita Mountains, structural geology of 
Santa Rita Mountains, southeast of Tuc- 
son, Ariz., 30277 
Satellite triangulation, see Triangulation. 
Satellites: 
geostationary satellite position and attti- 
tude determination using picture land- 
marks, 30527 
Orbita-2 satellite communications station, 
USSR study, 30367 
satellite-derived low and cirrus level winds 
wit observations, 


stability of multi-station communications 
system, USSR study, 30369 
Zvenigorod experimental station, optical 
observations of artificial earth satellites, 
USSR study, 30329 
Savings banks, see Banks and banking. 
Savings bonds, unclaimed savings bonds 
should be returned to veterans and other 
individuals, GAO report, 30268 
Sealf, M. R., ground water pollution in South 
Central States, 30194 
Scattering, feasibility study of in-situ source 
monitoring of particulate composition by 
Raman and fluorescence scatter, 30185 
Schaefer, Karl E., involvement of COe and 
calcium stores in decompression sickness 
and bone necrosis, 30412 
Scheiner, J., recovery of mercury from 
cinnabar ores by electrooxidation, 30428 
Schlesinger, James R., nomination, hearing, 
30007A 
Scholars, Woodrow Wilson International 
Center for, see Woodrow Wilson Interna- 
tional Center for Scholars. 
Schools: 
financial accounting, classifications and 
standard terminology for local and State 
school systems, 30139 
our vocational training can guarantee you 
job of lifetime, guidebook to help select 
a good vocational school, 30239 
pocket guide to choosing vocational school, 
30240 


Schutz, L. A., airborne asbestos fiber concen- 
trations in asbestos mines and mills in 
United States, 30445 

Schwarz, Francis K., meteorological criteria 
for extreme floods for 4 basins in Ten- 
nessee and Cumberland River watersheds, 
30519 

Schwiesow, Ronald L., optical measurement 
of capillary wave structure, 30540 

SCID-TR-(series), 30446 

Science: 

Federal jobs in engineering, physical sci- 
ences & related professions, 29808 
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Science—Continued 
national assessment of education progress, 
science group and balanced group results 
for color, parental education, size and 
type of community, and balanced group 
results for region of country, sex, 30146 
Skylab experiments, physical science, 
solar astronomy, information for teach- 
ers, 30454 
Science and Technology Office, appropria- 
tions, 1974, report, 29963 
Screw threads, qualification of miniature in- 
ternal threads using air flow, 2 
SCS, see Soil Conservation Service. 
Scuba, see Aqualung. 
Sea, see Ocean. 
Sea grant colleges and universities, 
Sea water, surface water temperature and 
density, North and South America, 30516 
Seattle, Wash., area wage survey, 30388 
SEC, see Securities and Exchange Commis- 
sion. 
Secondary schools, see High schools. 
Securities : 
credit by banks for purpose of purchasing 
or carrying margin stocks, supplement, 
30234 
credit by persons other than banks, 
brokers, or dealers, regulations, 30230 
requirements of national market in real 
estate securities (address), 30625 
research in changing structure and eco- 
nomics of securities markets (address), 
30626 
SEC and bar have common task to assure 
integrity of securities market (address), 
30618 
Securities and Exchange Commission : 
appropriations, 1974— 
hearings, 30005 
report, 29963 
Commission’s policy statement, 
report (address), 30619 
enforcement activities of SEC, interim re- 
port (address), 30621 
partnership between accounting profession 
and SEC (address), 30623 
ruminations and action on 
(address), 30627 
SEC and bar have common task to assure 
integrity of securities markets (ad- 
dress), 30618 
SEC disclosure system, real estate and oil 
and gas (address), 30628 
Securities exchanges, act, amend, hearings, 
30013 
Sedimentation and deposition : 
distribution of radionuclides in 
sediments of Columbia 
30273 
summary of reservoir deposition surveys 
made in United States through 1970, 
29627 
Segregated ballast VLCCs, economic and pol- 
lution abatement analysis, 30403 
Seismic measurements, Old Reliable 
project, 30524 
Seismology : 
Amchitka 
305 
refraction surveys in— 
Colorado, Grant Valley Silt, and Equity 
Oil Company Plant, 30522 
Rifle, Colo., 30523 
Selective Service System: 
appropriations, 1974— , 
hearings, 30005 
report, 29963 
Selling, see Salesmen and salesmanship. 
Semiconductors : 
image converter based on multi-layer semi- 
conductor-dielectric structures, USSR 
study, 30342 
semiconductor devices for broad-applica- 
tion equipment, general specifications, 
GOST 11630—70, USSR study, 30350 


progress 


enforcement 


bottom 
River estuary, 


Mine 


geopiezomagnetic experiment, 
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Semiconductors—Continued 


semiconductor materials, process control, 


and devices, methods of measurement, 
30475 
Senate: 
appropriations, 1974, legislative, 
29991 


report, 


documents, 29949 

executive documents, 29950 
executive reports, 29952-953 
manual, 29949 

reports, public bills, 29954—997 

Senior citizens, see Aged. 

Sensitivity, card-gap and projectile impact 
sensitivity measurements, compilation, 
30418 

Sensors, development of indwelling 
cranial pressure sensor, 29671 

Separation processes, compound type separa- 
tion and characterization studies for 370° 
to 535° C boiling distillate of Gach Saran, 
Iran, crude oil, 30441 

Separators, see Magnetic separators. 

Serchuk, Frederick M., annotated bibliog- 
raphy of Cunner, Tautogolabrus adsper- 
sus (Walhaum), 30542 

Serial set (congressional), 29822—826 

Serials, catalog of copyright entries, 30072 

Service clubs, fraud and corruption in man- 
agement of military club systems, 30034 

Service Corps of Retired Executives: 
SCORE, one part of ACTION, 29593 

counselor's guidebook, 29592 

Servicemen, grant and pension regulations 
for USSR servicemen, handbook, 30361 

Severance pay, see Wages. 

Sewage: 
background information for proposed new 

source performance standards, 29643 
temporary detention of storm and com- 
bined sewage in natural underground 
formations, 30190 
see also Sewerage systems. 

Sewage plant operators, manpower require- 
ments for waste water collection systems 
in cities and towns up to 150,000 in 
population, 30683 

Sewerage systems: . 
manpower requirements for waste water 

collection systems in cities and towns 

up to 150,000 in population, 30683 
sewage treatment plants, background in- 
formation for proposed new source per- 

formance standards, 29643 
also Sewage 

Sewers, see Sewerage systems. 

Shagawa Lake, project, lake restoration by 
nutrient removal from wastewater effluent, 

20175 

Shapes, structural shapes, nonmetallic, Fed- 
eral item identification guide, 30113 

Shapes (metal) : 
metal bars, rods, wires, sheets, plates, and 

shapes, Federal item identification guide, 
80105 

Sheet metal: 

me irs, 


951 


intra- 


Re 


rods, 
‘ Federal 
guide, 30105 
review of plane-stress fracture mechanics 
parameter Ke determined using center- 
cracked tension specimen, 30589 
Shellfish, New York landings, 30514 
Shelton, Ella M., motor gasoline, 
1972-73, 30421 
Shetler, Stanwyn G., introduction to botani- 
cal type specimen register, 30631 
Shipments, manufacturers’ shipments, inven- 
tories and others, 29785 
Shipping, occupational safety 
maritime standards and 
30599 
Shipping bags, bags, envelopes, and shipping 
sacks, Federal item identification guide, 


wires, sheets, plates, and 
item identification 


winter 


and health, 
interpretations, 
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Ships: 
Coast Guard, 1974, authorization for pro- 
curement, law, 29828 
construction subsidy be awarded after 
price has been negotiated by buyer— 
law, 2982 
report, 29969 
U.S. vessels, duty 
repairs made, 2 
see also names of ships. 
Shirts, industry wage survey, 
boys’ shirts (except work 
nightwear, 30393 
Siding, asphalt and 
reports, 20754 
Sierra Leone, 
30649 
Sieves, preparation of molecular sieve mate- 
rials from anthracite, 29813 
Sight: 
sight reduction tables for air navigation, 
latitudes, declinations, 30125 
vision through 
30409 
Colo., 


exemptions on foreign 
856 


and 
and 


men's 
shirts) 


tar, current industrial 


Guinea, boundary, study, 


various scuba facemasks, 


refraction surveys in Colorado, 

Silver, recovery of zinc, copper, silver, and 
iron from zinc smelter residue, 30431 

Simulated sonic booms and sleep, effects of 
repeated booms of 1.0 psf, 29684 

Simulators, see Flight simulators. 

Siskind, David E. : 
fracturing in zone around blasthole, White 

Pine, Mich., 30430 
mine roof vibrations from underground 
blasts, Pilot Knob, Mo., 30437 

Sisler, Grace F., authorizing Secretary of 
Interior to sell reserved mineral interests 
of United States in certain land in Mis- 
souri to Grace F. Sisler, 29845 

Sites : 
ability of laser profilometer system to 

evaluate unprepared landing site, analy- 
s, 30166 
ilteration effects from rocket exhaust 
impingement during simulated Viking 
Mars landing, nozzle development and 
physical site alteration, 30448 
Size and shape of medical care dollar, chart 
book, 30635 
Skull, development of indwelling intracranial 
pressure sensor, 29671 
Skylab, see Space stations. 
Slaughtering : 
meat and poultry inspection regulations, 
29656 

pollution control costs and research priori- 
ties in animal slaughtering and process- 
ing industries, 30499 

Sleep: 

effects of extreme factors of Antarctica on 
sleep of polar expedition members, USSR 
study, 30356 

simulated sonic booms and sleep, effects 
of repeated booms of 1.0 psf, 29684 

Sleeves (clothing and dress) : 

Federal item identification guide, 30099 

Slidefilms, see Filmslides. 

Slip laws, see Law. 

Slippers, see Boots and shoes. 

Small Business Administration, publications, 
free management assistance publications, 
list, 30630 

Smelters : 
lead, background information for proposed 

source performance standards, 


recovery of zinc, copper, silver, and iron 
from zinc smelter residue, 30431 
Smetana, Frederick O., point and path per- 
formance of light aircraft, 30452 
Smith, Roger C., job attitudes of air traffic 
controllers, comparison of 3 air traffic con- 
trol specialties, 29685 
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Smithsonian Institution : 
appropriations, 1974, report, 29861 
contributions to botany, 30631 
contributions to paleobiology, 30632 
contributions to zoology, 30633 

Smokey Bear, Smokey Bear trading post, 
help prevent forest fires, catalog of 
Smokey Bear items, 30248 

Smoking, and health, bibliography, 30610 

Social and Rehabilitation Service, national 
heart, blood vessel, lung and blood pro- 
gram, program analysis, 30492 

Social processes, see Society. 

Social science : 
social and health indicators system— 

census use, study, 29723 
Los Angeles, census use study, 29722 

Social security : 
benefits, increase, report, 29868 
your earnings record, 30636 

Social Security Administration : 
national heart, blood vessel, lung and 

blood program, program analysis, 30492 
SSI series, 30636 
Social studies, see Social science. 
Social work and problems, social develop- 
ment activities in Latin America promoted 
by Inter-American Foundation, fiscal year 
1972, GAO report, 30264 
see also Public welfare. 
Society, social and economic status of black 
population in United States, 29776 
Socioeconomics, socioeconomic environmental 
studies series, 30197-—198 
Sodium chloride, see Salts. 
Softwoods, plywood, current industrial re- 
ports, 29772 
Soil Conservation Service, American envi- 
ronment, home study course for SCS em- 
ployees, 30637 
Soil mechanics, theory of soil plasticity with 
indefinite angle of non-coaxiality, 30156 
Soil stabilizing agents, see Soils. 
Soil temperature, see Soils. 
Soils: 
growth and survival of northern plants at 
low soil temperature, growth response, 
organie nutrients, and ammonium utili- 
zation, 30157 

lime-cement combination 
30161 

soil survey report— 
Caddo Countv Okla., 30638 
Ouachita, County Ark., 30639 

Solar activity : 

collected data reports on Aug. 1972 solar- 
terrestrial events, 30174 

data on solar-geophysical activity asso- 
ciated with major ground level cosmic 
ray events of Jan. 24 and Sept. 1, 1971, 
30172 

Solar physics, see Physics. 

Solder and soldering, electrical terminations, 
welded, brazed, bonded, 29666 

Solid propellants, see Propellants. 

Solid wastes, see Waste products. 

Sonic boom, simulated sonic booms and 
sleep, effects of repeated booms of 1.0 psf, 
29684 

Sounding and soundings, recognition of natu- 
ral brine by eletcrical soundings near Salt 
Fork of Brazos River, Kent and Stonewall 
Counties, Tex., 30283 

South America, Atlantic coast, surface wa- 
ter temperature and density, 30516 

South Asia, see Asia. 

South Bend, Ind., area wage survey, 30386 

South Central States, see Central States. 

South Dade Labor Camp, Homestead, Fla. 
typhoid epidemic, migrant workers’ health 
problems, hearings, 29924 

South Dakota: 
county business patterns, 29745 
stratigraphy and geologic history of 

a Group and equivalent rocks, 


stabilization, 
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Southeastern Power Administration, public 
works appropriations, 1974, report, 29993 

Southern Forest Experiment Station, pub- 
lications, 1972, list, 30247 

Southern Railway, railroad accident report, 


70 
Southern Rhodesia, see Rhodesia. 
Southwestern Power Administration, public 
works appropriations, 1974, report, 29993 
Soviet Union, see Union of Soviet Socialist 
Republics. 
Space: 
protected educational facilities in found 
space, guide to converting noneduca- 
tional spaces into safe, healthful envi- 
ronments for education, 30083 
space utilization of housing inventory, 
1970 census of housing, 29693 
see also Outer space. 
Space Environment Laboratory, 
program areas, etc., 30205 
Space sciences, space nuclear systems, AEC 
authorizing legislation, hearings, 29832 
Space stations: 
orbital stations and study of earth from 
space, USSR study, 30345 
Skylab experiments, physical science, solar 
astronomy, information for teachers, 
30454 
Skylab 2, Bean, Garriott, Lousma (paster), 
30465 


activities, 


Space technology, see Space sciences. 

Spacecraft, site alteration effects from 
rocket exhaust impingement during simu- 
lated Viking Mars landing, nozzle devel- 
coment and physical site alteration, 


Spacecraft modules, Apollo experience re- 
port, command and service module reac- 
tion control systems, 30455 
Spaceship crews, Apollo experience report, 
crew station integration lighting consid- 
erations, 30459 
Spaniol, Joseph F., jr., United States, courts, 
their jurisdiction and work, 29931 
Spanish-Americans : 
number of persons of Spanish origin by 
counties of United States, 1970, map, 
29789 

persons of Spanish origin, 1970, census of 
population, 29706 

Sparks, laser control of spark gaps, USSR 
study, 30354 

Special groups, see Minorities. 

Speci. scientific reports, fisheries, 


e 


series, 


Spectra, one form of distribution of spectral 
energy density of thermal energy, USSR 
study, 30347 
Spectrometry : 
ionic and neutral reactions in glow dis- 
charges of He-SOeoCO mixture, 30425 

photonuclear activation analysis with Ge 
(Li) detectors, compilations, 30594, 
30596 

Speed changers and components, Federal item 
identification guide, 30112 

Spencer, Lilly M., joys of sentiment, 1822- 
1902, 30483 

Spheres, theory of electrostatistic suspension 
of sphere, USSR study, 30352 

Sport Fisheries and Wildlife Bureau : 
Division of Wildlife Services, Region 4, 

Atlanta, Ga., annual report, 30640 
resource publication (series), 30641 

Springfield, Oreg., ground water in Eugene- 
Springfield area, southern Willamette Val- 
ley, Oreg., 30286 

Springs, origin and management of salt 
springs and seeps in upper Brazos River 
basin, Tex. (series), 30283 

Square waves, square wave VOR tests, 30655 

SRS, see Social and Rehabilitation Service. 

SSA, see Social Security Administration. 

SSI series, 30636 


Page 125 





Inpex 


Stability of spacecraft, stability of multi- 
station satellite communications system, 
USSR study, 30369 

Stabilization, see Economic Stabilization— 
Prices. 

Stadiums, seating, additional for RFK sta- 
dium, hearing, 30016 

Stainless steel, non-destructive testing of 
plated aluminum/stainless steel joint, 
29679 

Stall (aircraft): 
helicopter gust response including un- 

steady aerodynamic stall effects, 29663 
military standards, 30121—122 
voluntary product standard PS (series), 
30477 
see also subjects. 

State aid, see Grants-in-aid. 

State Department: 
background notes, 30642 
biographic register, 30643 
departmental and foreign service series, 

30643644 
U.S. agreements with and assistance to 
free world forces in Southeast Asia show 
need for improved reporting to Congress 
on their status, GAO report, 30266 
U.S. foreign aid to education, does Brazil 
need it? GAO report, 30267 
State government, see Government. 
States: 
employment and population changes, geo- 
graphic divisions and States, 29784 

Federal grants for vocational rehabilita- 
tion services, authorization, report, 
29987 

4th entitlement period allocations with ad- 
justments for entitlement periods 1, 2 & 
3, 30673 

land use, grants to assist in developing 
and implementing programs, hearings, 
30044 

legislation needed to simplify Federal 
funding of State employment securit 
agencies’ administrative expenses, GA 
report, 30257 

mobility for States and Nation, 1970, cen- 
sus of population, 29707 

real property tax laws, assistance to carry- 
out reforms, hearings, 30038 

State action on local problems, 1972, in- 
formation, report, 29599 

summary-digest of State water laws, 30576 

vocational rehabilitation agencies, caseload 
statistics, 30615 

Statistical method of combining synoptic and 
empirical tropical cyclone prediction sys- 
tems, 30533 

Stationary internal combustion engines in 
United States, 30183 

Statistical publications, see names of depart- 
ments, ete., issuing publications. 

Statistics, statistical handbook on main sec- 
tors of Cuban economy, 3033 
see also subjects. 

Steel mills, iron and steel plants, background 
information for proposed new source per- 
formance standards, 29643 

Steffen, A. J., pretreatment of poultry proc- 
essing wastes, 30664 

Stevenson, John R., 
29953 

Stiffness, basic properties of pavement com- 
ponents, 30215 

Stock exchanges, role of institutional inves- 
tors in stock market, 30020 

Stocks, credit by banks for purpose of pur- 
chasing or carrying margin stocks, supple- 
ment, 30234 

STOL, see Aircraft. 

Storage, temporary detention of storm and 
combined sewage in natural underground 
formations, 30190 

see also names or classes of articles stored. 


Storage tanks, see Tanks (containers). 


nomination, report, 
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Storms: 

statistical method of combining synoptic 
and empirical tropical cyclone prediction 
systems, 30533 

temporary detention of storm and com- 
bined sewage in natural underground 
formations, 30190 
Stoves, ranges, electric, gas, and oil burning, 
Federal item identification guide, 30110 
Strains and stresses: 
automated procedure for design of wing 
structures to satisfy strength and flutter 
requirements, 30456 

basic properties of pavement components, 
3 5 

effects 
near roof bolt anchor, 
determination, 3042 

optical measurement of capillary wave 
structure, 30540 

polymerized lightweight structural ele- 
ments, 30160 

review of plane-stress fracture mechanics 
parameter Ke determined using center- 
cracked tension specimen, 30589 

tensile properties to 650° C and deforma- 
tion structures in precipitation-strength- 
ened titanium-aluminum alloy, 30460 

Stratigraphy : 

stratigraphy and— 
geologic history of Montana Group and 
equivalent rocks, Montana, Wyoming, 
and North and South Dakota, 30281 
preliminary biostratigraphy of Flagstaff 
Rim area, Natrona County, Wyo., 
30632 

Stratus clouds, see Clouds. 

Streams, see Rivers. 

Streets : 

Omnibus crime control and safe streets act, 
amend, report, 29886, 29996 

street crime in America, police response, 
hearings, 29897 

Strength of materials, see names of materials 
and articles. 

Strengthening of fractured rock pillars by 
use of small radial reinforcement pres- 
sures, 30432 

Stress (psychological), see Tension. 

Stresses, see Strains and stresses. 

Stresses (mechanical), see Strains 
stresses. 

Strikes and lockouts, right to strike and right 
to negotiate union shop by postal employ- 
ees, hearings, 29933 

Strip-mined lands, see Reclamation of land. 

Strong, Ann L., environmental protection 
through public and private development 
control, 30197 

Structural materials, see Construction ma- 
terials. 

Structural shapes, nonmetallic, Federal item 
identification guide, 30113 

Structures, see Strains and stresses. 

Students : 
police traffic services, supervisory level 

training program study guide, 30496 
pupil transportation safety program, 30497 

Style manual, Government Printing Office, 
word division, supplement, 30289 

Subject headings, methodological research. 
1963-71, key word subject index, 29687 

Submarine crews, factors related to drug 
abuse, personality trait patterns as de- 
lineated by Minnesota multiphasic per- 
sonality inventory, 30411 

Submarine Medical Center, see Naval Sub- 
marine Medical Center. 

Subsidies, Russian wheat sales and weak- 
nesses in agriculture’s management of 
wheat export subsidy program, GAO re- 
port, 30263 

Suburbs, our cities and suburbs, 29790 

Suddath, Lovick P., lime-cement combina- 
tion stabilization, 30161 


5 
of specimen radius on stress state 
finite element 


and 
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Sugar, sugar in diet, diabetes, and heart 
diseases, hearings, 30063 

Suggested 2-year post high school curricu- 
lums, 30152 

Sulfation, sulfatization-reduction of manga- 
niferous iron ore, 30427 

Sulfur, auger analysis of oxygen and sulfur 
interactions with various metals and effect 
of sliding on these interactions, 30461 

Sulfur dioxide : 
development of in-situ prototype diode 

laser system to monitor SOe across stack, 
30184 
ionic and neutral reactions in glow dis- 
charges of He-SO2CO mixture, 30425 
sulfur dioxide— 
emission control by hydrogen sulfide re- 
action in aqueous solution, citrate 
system, 30443 
its chemistry as related to methods for 
removing it from waste gases, 30419 

Sulfuric acid, methods for producing alumina 
from clay, evaluation of sulfurous acid- 
sulfuric acid process, 30435 

Sullivan, A. M., review of plane-stress frac- 
ture mechanics parameter Ke determine 
using center-cracked tension specimen, 
30589 

Summary-digest of State water laws, 30576 

Summary of proceedings and debate, pilot 
study, 29869 

Summer employment, see Employment. 

Summer jobs in Federal agencies, operations 
manual, 29812 

Superlight structural alloys, 30363 

Supervisors, police traffic services, super- 
visory level training program student 
study guide, 30496 

Supplies, see Government supplies—NMilitary 
supplies. 

Supply and demand, estimated world fertil- 
izer production capacity as related to fu- 
ture demand, 30670 

Surface mining, see Coal mines and mining. 

Surface water, see Water. 

Surfaces, design of landing-mat-surfaced air- 
fields for operation of C—5A aircraft, 30167 

Surgery, restrictions on funds for experi- 
mental use, hearings, 30060 

Surgical catheters, see Surgical supplies. 

Surgical supplies, catheters, drains and tubes, 
Federal item identification guide, 30114 

Surveillance (military) : 
military surveillance of civilian politics, 

subcommittee report, 30051 

Surveys, see subjects of surveys. 

Survival, growth and survival of northern 
plants at low soil temperature, growth 
response, organic nutrients, and ammonium 
utilization, 30157 

Suspension of duties on certain forms of 
copper, 29986 

Susquehanna River Basin Commission, public 
works appropriations, 1974, report, 29993 

Sverdlovsk, Russian SFSR, environs of 
Sverdlovsk, USSR study, 30327 

Swantz, Alexander, trading in commodity 
futures contracts on Chicago Board of 
Trade, study of sources and distribution 
of trading and commission income, 29626 

Swift & Company, wage chronology, 30385 

Symbols, American Revolution Bicentennial 
symbol, guidelines for authorized usage, 
official graphics standards, 29654 

Synoptic meteorology, see Meteorology. 

Synthetic bathymetric profiling system 
(SYNBAPS), 30584 

Synthetic filament yarns, see Yarn. 

Synthetic organic chemicals, see Organic 
compounds. 

Systems, see names or types of systems, e.z., 
Lasers. 

Systems engineering, systems approach to 
airfield pavements, Allerton Park, confer- 
ence proceedings, 30163 
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Systems Research and Development Service, 
RD series, 30654—655 

Szwarc, M., studies of radiation effects, final 
report, 29677 


TACAN, see Air Navigation. 

Taeuber, Ralph J., Apollo experience report, 
command and service module reaction con- 
trol systems, 30455 

Takagi, Shunsuke, theory of soil plasticity 
with indefinite angle of non-coaxiality, 
30156 

Tankers, tank-truck combination overturn 
onto Volkswagen microbus followed by fire, 
U.S. Route 611, Moscow, Pa., highway 
accident report, 30562 

Tanks (containers) : 
storage vessels, background information 

for proposed new source performance 
standards, 29643 
Tanning and tanning materials, extension of 
existing suspension of duty, reports, 29854, 
29990 
Tape recorders, LOMO VK-1/2 type small 
video tape recorder, USSR study, 30336 
Tapes, peculiarities of common deep point 
composite tapes, USSR study, 30370 
Tar roofing, see Roofing. 
Tar siding, see Siding. 
Tariff : 
duty exemptions for foreign repairs made 
to U.S. vessels report, 2985 

GATT provisions on compensation and 
retailation, 30018 

USSR, customs documents, 30334 

see also names or classes of articles im- 
ported or exported. 

Tariff Commission : 
report— 

departmental edition, 30659 
document edition, 29840 

Tax returns, see Income tax. 

Taxation: 

Property tax relief and reform act, hear- 
ings, 30038 
property taxes and urban blight, 30039 

Taxonomy, bibliography and zoological taxa 
of Paul Bartsch, with biographical sketch, 
80633 

Teachers, talk about their feelings, 30509 

——e profession of change (address), 

Technical aids, see Technicians. 

Technical and Vocational Education Center, 
see Center for Vocational and Technical 
Education. 

Technical assistance, see Foreign aid. 

Technical assistant, examination announce- 
ment, amendment, 29804 

Technical bulletins : 

Agriculture Department, 29636 
Land Management Bureau, 30397 

Technical education : 

conceptual framework for diffusion of in- 
novations in vocational and technical 
education, 30501 

vocational education, state instructional 
materials for trade and industrial oc- 
cupations, 30153 

Technical facilities of Sirena-1 data link 
system, 30349 

a manuals, Army Department, 

Technical manuscripts, Construction Engi- 
neering Research Laboratory, 30160—162 

Technical memorandums, National Oceanic 
— Atmospheric Administration, 30520—- 
53% 

Technical notes: 

Nattonal Aeronautics and Space Adminis- 
tration, 30455-462 
National Bureau of Standards, 30473-476 

Technical progress report, Mines Bureau, 

80445 
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Technical reports : 
Air Force Human Resources Laboratory, 
29651 
Army Air Mobility Research and Develop- 
ment Laboratory, 29663 
Cold Regions Research and 
Laboratory, 30158—159 
Construction Engineering Research Labo- 
ratory, 30163 
Defense Civil Preparedness Agency, 30083 
highway planning technical reports, 
30212-213 
National Oceanic and Atmospheric Ad- 
ministration, 30540—543 
Naval Oceanographic Office, 30584 
Technical translation, National Aeronautics 
and Space Administration, 30463—464 
Technicians, technician personnel pamphlets, 
30486 
Technique for measuring 
velocity profiles, 30457 
Technology : 
applied technology, AEC authorizing legis- 
lation, hearings, 29832 
nitrogen oxide abatement 
Japan, 30196 
see also subjects. 
Technology Transfer : 
EPA Technology Transfer seminar publi- 
cations, 30661-—665 
Teeth, now you are in charge of your dental 
health, methods, materials, etc., 30406 
Telephone, materials acceptable for use on 


Engineering 


hypersonic flow 


technology in 


systems of REA borrowers, list, 30616 
Television : 
employment statistics of public television 
licensees, 30138 
programs, copyright, general information, 
30074 


public television licensees, fiscal year 1971, 
financial statistics, 30140 
sets, current industrial reports, 29764 
Television receivers, see Television. 
Temperature: 
accuracy of automated temperature fore- 
easts for Philadelphia as related to sky 
condition and wind direction, 30531 
annealing of thin magnetic films at high 
temperatures, USSR study, 30340 
application of model of porous body for 
ealeulation of field of velocities and 
temperatures in reactor core, USSR 
study, 30371 
automatic pyrometer for measuring true 
temperature of metals on basis of radi- 
ation, USSR study, 30348 
gamma induced low temperature oxidation 
of textile effluents, study, 30193 
use of model output statistics (MOS) to 
estimate daily maximum temperatures, 
30536 
Temporary detention of storm and combined 
sewage in natural underground formations, 
30190 
Tennessee : 
county business patterns, 29746 
Tennessee Valley streams, their fish, bot- 
tom fauna, and aquatic habitat, Buffalo 
River drainage basin, 30672 
Tennessee River and Valley : 
meteorological criteria for extreme floods 
for four basins in Tennessee and Cum- 
berland River watersheds, 30519 
producing & marketing catfish in Tennessee 
Valley, conference proceedings, 30666 
Tennessee Valley Authority : 
bulletins, 30666 
financial statements, 30667 
forestry bulletins, 30671 
public works appropriations, 1974, report, 
29993 
Tensile stress, see Strains and stresses. 
Tension, aircraft as instrument of self de- 
struction, 29686 
see also Strains and stresses. 
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Tensors, tensor manipulations in complex 
coordinates with applications to mechanics 
of materials, 30592 

Term insurance, see Life insurance. 

Terminal boards, Federal item identification 
guide, 30115 

Terminal processing, 30084 

Terms and phrases, understanding words and 
word relationships, national assessment of 
educational progress, 30143 

Terrestrial magnetism : 
Amchitka geopiezomagnetic 

305 
cosmic rays in earth's magnetic field, 30464 

Terrestrial physics, see Geophysics. 

Tertiary treatment of combined domestic and 
industrial wastes, 30188 

Testing, accessibility, its use as evaluation 
criterion in testing and evaluating alterna- 
tive transportation systems, 30213 
see also names of substances or objects 

tested. 

Texaco Oklahoma (SS): 
structural failure and 

Hatteras, Mar. 27, 
ualty report, 30565 

Textiles: 

consumer products by design, report on 
new foods, fabrics and materials from 
agricultural research, 29618 

flammable fabrics, 4th annual report under 
act, 30242 

gamma induced low temperature oxidation 
of textile effluents, study, 301938 

knits in Western Europe, their impact on 
cotton, 30246 

wool broadwoven goods, current industrial 
reports, 29775 

Textured yarn ~roduction, 29773 

Thailand: 
bibliographic survey of literature, 29660 
Laos, Cambodia, and Vietnam, Apr. 1973 

report, military situation, facts and fu- 
ture prospects 30031 

Theater of operations, see Combat areas. 

Theory of electrostatic suspension of sphere, 
30352 

There lived a wicked dragon, environmental 
coloring book for children and adults, 
30199 

Thermal analysis, 
analysis. 

Thermal conductivity, see Heat transfer. 

Thermal energy, one form of distribution of 
spectral energy density of thermal energy, 
USSR study, 30347 

Thermodynamics, automatic pyrometer for 
measuring true temperature of metals on 
basis of radiation, USSR study, 30348 

Thin films: 
annealing of thin magnetic films at high 

temperatures, USSR study, 30340 
investigation of some principles of elec- 
trodeposition of cylindrical magnetic 
films, USSR study, 30341 
measurement of demagnetizing fields in 
cylindrical magnetic films, USSR study, 
30339 

Thomas, Bruce I., gold-lode deposits, Fair- 
banks mining district, Central Alaska, 
30417 

Threads, see Screw threads. 

Thresholds (perception) : 
pitch discrimination in background noises 

up to 95 dB SPL, 30410 

TITAS series, 30652-653 

Tie rods, turnbuckles, clevis/connector rod 
ends and tie rods, Federal item identifica- 
tion guide, 30116 

Time, NBS frequency and time broadcast 

services, radio stations, WWV, WWVH, 
WWVB, and WWVL, 30471 
see also Hours of labor. 

Time keeping, tree rings, timekeepers of the 

past, 30284 


experiment, 


sinking off Cape 
1971, marine cas- 


see Differential thermal 
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Time study, 1969-70 Federal District Court 
time study, 30219 
Tires, cord and fabrics, 
reports, 29774 
Titanium, tensile properties to 650° C and 
deformation structures in precipitation- 
strengthened titanium-aluminum alloy, 
30460 
Tobacco : 
emergency allotment transfer in Georgia 
and South Carolina for 1973, report, 
29992 

light air-cured tobacco market review, 
29603 

Tobago, see Trinidad and Tobago. 

Togo, economic trends and their implications 
for United States, 30317 

Toilet articles, personal toiletry 
Federal item identification 

Toiletries, see Toilet articles. 

Tomb, Thomas F. : 
comparison of respirable dust concentra- 

tions measured with MRE and modified 
personal gravimetric sampling equip- 
ment, 30442 
evaluation of 
lector, 30444 

Toms, M. Elaine, photonuclear activation 
analysis with GE(Li) detectors, compila- 
tions, 30594, 30596 

Topical meeting on water reactor safety, 
Mar. 26—28, 1973, 29669 

Tourism, see Tourist trade. 

Tourist trade: 
destination USA— 

domestic tourism, 30555 
Federal role, 30557 
international visitors, 30556 
special studies, 30558 

Toxie organophosphorus compounds, USSR 
study, 30331 

Toxic substances : 
control act, amend— 

hearings, 30014 
reports, 29871, 29879 
Toxicants, see Poisons. 
Trace elements, photonuclear activation anal- 
ysis with Ge(Li) detectors, compilations, 
30594, 30596 
Tracking stations, Zvenigorod experimental 
station, optical observations of artificial 
earth satellites, USSR study, 30329 
Tractor-tankers, see Tankers. 
Trade, see Commerce—also names of classes 
of commodities. 
Trademarks, code 
30225 
Trades, see Vocational education. 
Trading in commodity futures contracts on 
Chicago Board of Trade, 29626 
Traffic: 
effect of suspension of bus service on local 
peak hour traffic congestion, case study, 
30212 

police traffic services, supervisory level 
training program student study guide, 
30496 

Trafiic safety, see Safety of life. 

Trailers, mobile homes, 1970 census of hous- 
ing, 29694 

Train brakes, see Brakes. 

Traineeships, National biomedical research 
fellowship, traineeship, and training act, 
report, 29997 

Training, see Naval education—Vocational 
education—also subjects. 

Trains, see Railroad accidents. 

Trajectories, application of matched asymp- 
totic expansions to lunar and interplane- 
tary trajectories, technical discussion, 
30449 

Translation : 
technical, National Aeronautics and Space 

Administration, 30463—-464 
translations on metallurgy, USSR study, 
80338 


current industrial 


articles, 
guide, 30107 


machine-mounted dust col- 


of Federal regulations, 
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Transpiration cooling, see Cooling. 
Transport aircraft, see Aircraft. 
Transportation : 
accessibility, its use as evaluation criterion 
in testing and evaluating alternative 
transportation systems, 30213 
census, 1972, truck inventory 
survey, 29720-721 
Hazardous materials transportation 
trol act, amend, report, 29851 
medical emergency transportation 
service programs, establish, 
29874 
opportunity for AEC to improve its pro- 
cedures for making sure that containers 
used for transporting radioactive ma- 
terials are safe, GAO report, 30258 
patterns of commuting in large metro- 
politan areas, 1970, supplementary re- 
port, 29714 
publications, price list, 30606 
pupil transportation safety program, 30497 
statistics in United States, 30325 
transportation controls to reduce motor 
vehicle emissions in Salt Lake City, 
Utah, 29644 
urban origin-destination surveys, 30216 
Transportation Department: 
appropriations, 1974— 
authorization, reports, 29849, 29995 
national heart, blood vessel, lung and blood 
program, program analysis, 30492 
Travel: 
Army recreation and travel guide, 29659 
destination USA— 
domestic tourism, 30555 
Federal role, 30557 
international visitors, 30556 
special studies, 30558 
joint regulations, uniform services, 30120 
youth travel abroad, what to know before 
you go, 30646 
Treasury Department : 
appropriations 1974, report, 29885 
U.S. foreign aid to education, does Brazil 
need it? GAO report, 30267 
unclaimed savings bonds should be re- 
turned to veterans and other individuals, 
GAO report, 30268 
Treaties, treaties and other international 
acts series, 30652-—653 
see also subjects. 
Treatment of complex cyanide compounds for 
reuse or disposal, 30195 
Tree hurts too, 30249 
Tree rings, timekeepers of the past, 30284 
Trees, tree hurts too, infection of wounds 
causes decay, 30249 
Triangulation, reduction of photographic 
plate measurements for satellite triangula- 
tion, 30543 
Trickling filters, 
Trinidad 


and use 
con- 


and 
report, 


and filtration. 
background notes, 


see Filters 
and Tobago, 


Triple Crown (M/V): 

sinking with loss of life, Santa Barbara 
Channel, marine casualty report, 30564 
Tritium, monitoring, control and disposal of 
tritium, selected bibliography, 29680 
Tropical disturbances, see Storms. 
Trucks, see Motortrucks. 
Truman, Harry S., legislative origins of 
Truman Doctrine, executive session, hear- 
ings. 30028 
Trust funds, see Trusts and trustees. 
Trust Territory of Pacific Islands, general 
information, 30307 
Trusts (industrial) : 
antitrust laws, amend, report, 29975 
Trusts and trustees: 
employer contributions to jointly adminis- 
tered trust funds established by labor 
organizations to defray costs of legal 
services, report, 29878 

joint labor-management trust funds for 
legal services, authorize, report, 29989 
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Truth in lending, see Credit. 
Tubes, metallic, Federal item identification 

guide, 30109 

Tucson, Ariz., structural geology of Santa 
Rita Mountains, southeast of Tucson, 
Ariz., 30277 

Tumors, conference and workshop on cellular 
immune reactions to human tumor-associ- 

ated antigens, 30478 

Turbines, automobile gas turbine, optimum 
eycle selection study, final report, 29642 
Turkey, legislative origins of Truman Doc- 
trine to provide aid, executive session 

hearings, 30028 

Turkeys, improved methods and equipment 
for boning turkeys, 29615 

Turnbuckles, turnbuckles clevis/connector 
rod ends and tie rods, Federal item identi- 

fication guide, 30116 

TV. see Television. 

Typhoid fever, epidemic at South Dade Labor 

‘amp, Homestead, Fla., migrant workers’ 
health problems, hearings, 29924 
U 

U.S.S.R., see Union of Soviet Socialist Re- 
publics. 

Underdeveloped areas : 

population program assistance, aid to de- 
veloping countries by United States, 
other nations, and international and 
private agencies, 30322 

potential fertilizers for developing coun- 
tries, 30671 

U.S. development aid, reorganization, com- 
parison and summary analysis of some 
proposals, 29906 

Understanding words and word relationships, 
30143 : 

Underwater vision, see Sight. 

Unemployed, crisis of high unemployment, 

report, 29981 

Unemployment, see Unemployed. 

Unemployment compensation, see Unemploy- 
ment insurance. 

Unemployment insurance : 

Emergency unemployment compensation 
act, as amended, experience report by 
Unemployment Insurance Service, 29942 

legislation needed to simplify Federal 
funding of State employment security 
agencies’ administrative expenses, GA 
report, 30257 

properly designed for administration pro- 
posal to tide individuals over unemploy- 
ment period, 29939 

Uniform appraisal standards 
land acquisitions, 30304 

Uniforms, Navy regulations, 30588 

Union Faith (SS) : 

collision involving M/V Warren J. Doucet 
and tow in Mississippi River, Apr. 6, 
1969, marine casualty report, etc., B0563 

Union of Soviet Socialist Republics: 

customs documents, 30334 

effects of extreme factors of Antarctica on 
sleep of polar expedition members, USSR 
study, 30856 

grant and pension regulations for USSR 
servicemen, handbook, 30361 

magnetometry, selected articles, 30351 

negotiation and statecraft, hearings, 830037 

selected U.S.S.R. and Eastern European 
economic data, 30133 

Soviet aerometeorological service described, 
30330 

Soviet-American working group on remote 
sensing of natural environment from 
space, meeting. 30364 

Soviet sea power presence, 30585 

Unions, see Labor Unions. 

United Nations: 

amendment to Article 61 of Charter, in- 
crete = of Economic and Social Coun- 
cH, 


for Federal 
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United Nations—Continued 
Vandenberg resolution that United States 
reaffirm its policy to achieve interna- 
tional eace and security through 
United Nations, executive session, hear- 
ings, 30033 
United Spanish War Veterans, convention, 
proceedings, 29842 
United States: 

Note.—For all subjects pertaining 
to the United States, except its gov- 
ernment, general history, and descrip- 
tion, see such subjects. 

becoming a _ citizen series, 
States, 30302 
we » happening to America (address), 
30152 
United States Arms Control and Disarma- 
ment Agency, biographic register, 30643 
United States Code, see Codes of law. 
United States courts, see Courts of United 
States., 
United States District Court opinion and 
order relating to relationship between leg- 
islative and executive branch of Gov- 


our United 


ernment and Economic opportunity act, 
29902 


United States Information Agency, bio- 
graphic register, 30643 

United States interests in and policies to- 
ward South Asia, 29910 

United States Mission to United Nations, 
biographic register, 30643 

United States Postal Service: 
appropriations 1974, report, 29885 
negotiating equality for postal employees 

and uniformity in labor relations, hear- 
ings, 29933 
poster, commemorativ stamps, 30676—677 
quality of service is the best despite many 
myths (address), 30675 

United States Tax Court, 
1974, report, 29885 

Universities, see Colleges and universities. 

Updating asynoptic data for use in objective 
analyses, 30532 

Updating of numerical precipitation guid- 
ance, 30534 

Upper air, see Atmosphere. 

Upper Snake River project, American Falls 
Dam, Idaho, replace under government or 
nongovernmental control, hearings, 30040 

Uranium mill, disposal of uranium-mill efflu- 
ent by well injection in Grants area, Va- 
lencia County, N. Mex., 30272 

Urban areas, see Cities and towns. 

Urban development, see Community devlop- 
ment program. 

Urban origin-destination surveys, 30216 

Urea, potential fertilizers for developing 
countries, 30671 

USAAMRDL technical reports, 29663 

USDA, see Agriculture Department. 

USSR, see Union of Soviet Socialist Re- 
publics. 

Utah: 
county business patterns, 29747 
placer gold deposits, 30269 


Vv 


VA, see Veterans Administration. 

Valencia County, N. Mex., disposal of ura- 
nium-mill effluent by well injection in 
seente area, Valencia County, N. Mex.. 


appropriations, 


be ——-— teal of : e 
economic appraisal of supply of co 
from oukiney domestic sources, 30215 
uniform appraisal standards for Federal 
land acquisitions, 30304 
Valves, valves, pop , engine, Federal item 
identification guide, 30117 
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Vandenberg, Arthur H., resolution that 
United States reaffirm its policy to achieve 
ecaeteas. peace and security through 
United Nations, executive session, hear- 
ings, 30033 

Vanes, flow through a wire-form transpira- 
tion-cooled vane, 30462 

Vanwychkhouse, Roger J., synthetic bathy- 
metric profiling system (SYNBAPS), 30584 

VD and you, 30611 

Vectors (mathematics) : 
forecasting precipitation at Bakersfield, 

Calif., using pressure gradient vectors, 
30539 
Vehicles, see Motor vehicles. 
Velocity : 
application of model of pee body for 
calculation of field of velocities and 
temperatures in reactor core, 
study, 30371 

technique for measuring hypersonic flow 
velocity profiles, 30457 
Venereal diseases, VD and you, general infor- 
mation, 30611 
Vermont, county business patterns, 29748 
Vessels, see Ships. 
Vesting, see Pensions. 
Veterans: 
review of veterans’ insurance programs, 
hearings, 30070 

unclaimed savings bonds should be re- 
turned to veterans and other individuals, 
GAO report, 30268 

veterans affairs, 
30608 

veterans’ burial benefits, study, 30071 

Veterans Administration : 
appropriations, 1974, report, 29963 
education programs, Department of Medi- 

cine and Surgery, 30680 
information bulletins IB series, 30680 
national heart, blood vessel, lung and blood 
program, program analysis, 2 
operations of hospital and medical pro- 
gram, selective data, 29937 
VA pamphlets, 30681 

Veterans’ Affairs Committee, 
mittee print, 29937 

Veterans’ Affairs Committee, 
committee print, 30071 
hearings, 30070 

Veterans hospitals, operations of Veterans’ 
Administration hospital and medical pro- 
gram, selective data, 29937 

Veterans of Foreign Wars, convention pro- 
ceedings, 29841 

Vettel, Ruth: 
home care of purchased frozen foods, 29622 
storing perishable foods in home, 29623 

Vibration, mine roof vibrations from under- 
ground blasts, Pilot Knob, Mo., 30437 

Video recording systems, LOMO VK-1/2 type 
small video tape recorder, USSR study, 
30336 

Vietnam : 

Republic, illegal currency manipulations 
affecting South Vietnam, 30034 

Thailand, Laos, Cambodia and Vietnam, 
Apr. 1973, military situation, facts and 
future prospects, 30031 

Viking, see Spacecraft 

Violence, prevention of violence in correc- 
tional institutions, criminal justice mono- 
graph, 30377 

Virgin Islands, general information, 30308 

Virginia, county business patterns, 29749 

Vision, see Sight. 

Visitors : 
explore! visitor’s guide to discovery in 

national forests, 29632 
soeeean vine arrivals 1962-72, statistics, 


destination USA, 


publications, price List, 


House, com- 


Senate: 


3067: 
international visitors, 


Oe 


vISTA, see Volunteers in Service to America. 
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Vital statistics: 
data from national health resources, 30481 
vital and health statistics series, current 

listing and topical index, 1962-72, 30479 
see also Marriage. 
Vocational and Technical Education Center, 
see Center for Vocational and Technical 
Education. 
Vocational education : 
conceptual framework for diffusion of in- 
novations in vocational and technical 
education, 30501 

directory of schools with occupational pro- 

grams, public and private— 

postsecondary, 30135 
secondary, 30136 

information utilization by vocational edu- 
eators, 30502 

our vocational training can guarantee you 
job of lifetime, guidebook to help select 
a good vocational school, 30239 

pocket guide to choosing vocational school, 
30240 

suggested 2-year post high school curricu- 

lums, 30152 

vocational education, state, instructional 
materials for trade and industrial occu- 
pations, 30153 

voices from real world (address), 30154 

Vocational rehabilitation, see Rehabilitation 
of the disabled. 

Volunteer workers, Domestic volunteer serv- 
ice act, report, 29889 

Volunteers in Services to America : 
nurses in action, career opportunities, 

29591 
VISTA lawyers practice law, 29597 

VOR, see Omniranges. 

Voting, Federal election reform, hearings, 
30069 


w 


Waco, Ga., automobile-truck collision fol- 
lowed by re and explosion of dynamite on 
eargo on U.S. Highway 78, highway acci- 
dent report, 30561 

Wade, Lewis V., effects of specimen radius on 
stress state near roof bolt anchor, finite 
element determination, 30426 

Wage chronology, see Wages. 

Wages: 
age and earnings by industry for U.S., 

supplementary report, 29713 
annual earnings and employment patterns 
% ane nonagricultural employees, 
384 


area survey— 
Durham, N.C., 30390 
Lubbock, Tex., 30387 
Riverside-San Bernardino-Ontario, Calif., 
30389 


Seattle-Everett, Wash., * tana 
South Bend, Ind., 
chronology, Swift & = 
employment and earnings, 130842. Sonitea 
tates, 30383 
industry survey— 
men’s and boys’ shirts (except work 
shirts) and nightwear, 30393 
wood household furniture, except up- 
holstered, 30392 
minimum— 
increase under Federal labor standards 
act— 
hearings, 30056 
report, 29976 
phase 4 announcement, economic stabiliza- 
tion program, 30075 
severance pay, what it is, 29811 
your social security earnings record, 30636 
Wald, F., cadmium telluride —_— 2a 
interim technical report, 2967 -_ 
Wanner, Raymond B., some French  initta- 
tives In educating socially and culturally 
disadvantaged, 30151 
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War, relief and rehabilitation of war victims 
in Indochina, orphans and child welfare, 
hearing, 30053 

Warehousemen, warehouse-man’s sample-lot 
inspection service, questions and answers, 
29602 

Warehouses, cost comparison of high and low 
ceilings in modern grocery warehouses, 
29614 

Warning systems, Federal plan for natural 
disaster warning ard preparedness, 30517 

Warranties and guarantees, consumer prod- 
ucts warranties, provide disclosure stand- 
ards against defect or malfunctions, re- 
port, 29970 

Warren J. Doucet (motor vessel) : 
collision involving Union Faith (SS) in 

Mississippi River, Apr. 6, 1969, marine 
casualty report, etc., 30563 

Washer, Francis E., method for determining 
resolving power of photographic lenses, 
30472 

Washers (metal, etc.) : 

Federal item identification guide, 30118 

Washington, D.C. metropolitan area, see Dis- 
trict of Columbia metropolitan area. 

Washington Metropolitan Area Transit Au- 
thority, appropriation 1974, authorization, 
report, 29995 

Washington State, county business patterns, 
297 

Wassall, Robert B., accuracy of automated 
temperature forecasts for Philadelphia as 
related to sky condition and wind direc- 
tion, 30531 

Waste disposal, see Industrial wastes—Waste 
treatment. 

Waste products : 
pollution implications of animal wastes, 

forward oriented review, 30200 
solid waste management series, 30199 
see also Industrial wastes—Waste treat- 


ment. 
Waste treatment: 

evaluation of treatment for urban waste- 
water reuse, 30177 

phosphorus, removal, bibliography, 30310 

recent developments in desulfurization of 
fuel ofl and waste gas in Japan, 30187 

treatment of complex cvanide compounds 
for reuse or disposal, 30195 

waste treatment, metal-finishing facilities, 
30662 

waste treatment, poultry-processing facil- 
ities, 30665 

water reuse, bibliography, 30311 

see also Industrial wastes. 

Waste water: 

evaluation of treatment for urban waste- 
water reuse, 

lake restoration by nutrient removal from 
wastewater effluent, Shagawa Lake proj- 
ect, 30175 

manpower requirements for waste water 
collection systems in cities and towns up 
to 150,000 in population, 30683 

aes system demonstration, 


treatment of complex cyanide compounds 
for reuse or disposal, 301 
water reuse, bibliography, 30311 
Waste water treatment plant operators, see 
Sewage plant operators. 
Wastewater, see Waste water. 
Water: 
brackish water clam Rangia cuneata as in- 
dicator of ecological effects of salinity 
changes in coastal waters, 30164 
ground water in Eugene-Springfield area, 
southern Willamette Valley, Oreg. 28 
Central 


ground water pollution in South 
States, 301 
mineral and water resources of North 
‘ota, 30045 
National Weather Service and water man- 
agement, 8 
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new directions in U.S. water policy, sum- 
mary, conclusions and recommenda- 
tions, 30575 

polarographic determination of NTA in 
natural or waste waters, 30191 

public appropriations, 1974, report, 
2999 


resources research catalog, project sum- 
maries and lists of subjects, performing 
organizations, and supporting organi- 
zations, 30309 
Safe drinking water act, report, 29956 
summary-digest of State water laws, 30576 
surface water, supply, 1966-70, United 
States, 30288 
water policies for future, final report to 
President and to Congress, 30577 
water resources of Hempstead, Lafayette, 
Little River, Miller, and Nevada Coun- 
ties, Ark., 30285 
water supply papers, 30285—288 
see also aste water—Water purifica- 
tion—also headings beginning water. 
Water boiler nuclear reactors, see Reactors 
(atomic). 
Water carriers : 
revenue and traffic of class A and B water 
carriers, 30324 
segregated ballast VLCCs, economic and 
pollution abatement analysis, 30403 
Water pollution : 
ground water pollution in South Central 
States, 30194 
in-process pollution abatement— 
metal-finishing facilities, 30661 
poultry-processing facilities, 30663 
pollution implications of animal wastes, 
forward oriented review, 30200 
pretreatment of poultry processing wastes, 


segregated ballast VLCCs, economic and 
pollution abatement analysis, 30403 
waste treatment— 
metal-finishing facilities, 30662 
poultry-processing facilities, 30665 
water pollution and associated effects from 
street salting, 30192 
Water pollution control research series, 


30200 
see also Oil spills. 
Water purification, evaluation of treatment 
for urban wastewater reuse, 30177 
see also Waste treatment—Waste water. 


Water quality, stream — preservation 
through planned urban development, 30198 

Water Resources Council, public works appro- 
priations, 1974, report, 29993 

Water resources research catalog, 30309 

Water Resources Scientific Information Cen- 
ter, WRSIC series, 30310-311 

Water reuse, bibliography, 30311 

Watersheds, meteorological criteria for ex- 
treme floods for four basins in Tennessee 
and Cumberland River watersheds, 30519 

Waterways, Ports and waterways safety act, 
amend, hearings, 30015 

Waterways Experiment Station : 
miscellaneous papers, 30166—167 
technical reports, 30168—-169 

Watson, Richard W., card-gap and projectile 
impact sensitivity measurements, compila- 

ion, 30418 

Wave Propagation Laboratories: 

NOAA technical memorandum, ERL—-WPL 
series, 30526 
NOAA technical report, ERL—-WPL series, 
30540 


Waves: 
applications of remote sensing techniques 
to buoy-ba environmental ta 
gathering, 30526 
optical measurement of capillary wave 
structure, 
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Ways and Means Committee, House: 
committee print, 29938—-943 
hearings, 29944 
reports, 29854-856, 29865 

We the Americans (series), 29790—792 

We want you to know what we know about 
drugs for food-producing animals, 30244 

We, youth of America, 29792 

Weapons, weapon system oriented items, de- 
fense integrated materiel management 
manual for consumable items, 30089 

Wearing rings, Federal item identification 
guide, 30119 

Weather, world weather program, plan for 
1974, fiscal year, 29820 
see also Meteorology. 

Weather control, high plains precipitation 
enhancement research project, preliminary 
planning, document, 30201—202 

Weather forecasts: 
accuracy of automated temperature fore- 

easts for Philadelphia as related to sky 
condition and wind direction, 30531 
numerical weather prediction activities, 
30581 
use of model output statistics (MOS) to 
estimate daily maximum temperatures, 
30536 

Weather modification, see Weather control. 

Weeks, see names of special weeks. 

Weights and measures, model weights and 
measures ordinance, 30469 

Weights and Measures National Conference 
on, see National Conference on Weights 
and Measures. 

beh oy to Agricultural Research Center, 

Welding, electrical welded, 
brazed, bonded, 

Wells, H. Bradley, completeness and quality 
of response in North Carolina marriage 
follow-back survey, 30480 

Wells, John H., placer examination, prin- 
ciples and practices, 30397 

Wells, Joseph W., frequency and phase sta- 
bilization of HCN laser by locking to 
synthesized reference, 30473 

Weils: 
deep-well artificial-recharge experiments 

at Bay Park, Long Island, N.Y. (series), 
30278 
design and operation of artificial-recharge 
plant at Bay Park, N.Y., 30278 
disposal of uranium-mill effluent by well 
injection in Grants area, Valencia 
County, N. Mex., 30272 

West, S. W., disposal of uranium-mill effluent 
by well injection in Grants area, Valencia 
County, N. Mex., 30272 

West Indies, revision of genus Petalium Le- 
Conte in United States, Greater Antilles, 
and Bahamas (Coleoptera :Anobiidae), 


29636 
West Virginia : 
county business patterns, 29751 
1970 census of population, characteristics 
of population, 29704 
Western Hemisphere, see Hemisphere, West- 
ern. 
Weybrew, Benjamin B., factors related to 
drug abuse in submarine service, 30411 
Wheat: 
or of wheat referendum, 


terminations, 
666 


report, 


national marketing quota for year begin- 
ning July 1, 1974, extend time for ref- 
erendum, law, 29827 

Russian wheat sales and weaknesses in 
agriculture’s management of wheat ex- 
pert. subsidy program, GAO report, 


Wheelwright, Charles D., Apollo e 
report, crew station integration 
considerations, 30459 


Where are we going? (address), 30629 


erience 
ighting 
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White House Conference on the Handicapped, 
convene within two years, report, 29988 
White House Fellows, program, 30603 
White Pine, Mich., fracturing in zone around 
blasthole, 30436 
Wild animals, see Wildlife. 
Wildlife : 
endangered and threatened species con- 
servation act, report, 29891, 29983 
world wildlife conference efforts to save 
endangered species, 30647 
Wiley, Llewellyn N., analysis of difficulty of 
jobs performed by first-term airmen in 11 
eareer ladders, 29651 
Willamette Valley, Oreg., ground water in 
Eugene-Springfield area, southern Wil- 
lamette Valley, Oreg., 30286 
Winds: 
accuracy of automated temperature fore- 
easts for Philadelphia as related to sky 
condition and wind direction, 30531 
helicopter gust response including w unsteady 
aerodynamic stall effects, 
preliminary transport wind and mixin 
height climatology, St. Louis, Mo., 3053 
radar sea returns, JOSS II, 30591 
satellite-derived low and cirrus level winds 
with conventional wind observations, 
30535 
Wings (aircraft) : 
automated procedure for design of wing 
structures to satisfy strength and flutter 
requirements, 30456 
Wire: 
flow through a wire-form transpiration- 
cooled vane, 30462 
metal bars, rods, wires, sheets, plates, and 
sepe, Federal item identification guide, 
5 


see also Electric wire and wiring. 
Wire rope, Federal item identification guide, 
30098 


Wisconsin, county business patterns, 29752 
Witkind, Irving J., igneous rocks and related 
mineral deposits of Barker quadrangle, Lit- 
tle Belt Mountains, Mont., 30279 
Women: 
employment 
women in 
30206 
Federal 
0518 


rofiles of minorities and 
MSA’s of 17 large cities, 
r women’s program (address), 
fertility of women by education and fam- 
ily income for U.S., 29718 
footwear for women, Regina Footwear, 
Ine., Brooklyn, N.Y., Tariff Commission 
report, 30658 
woman’s place is in the Guard, 30487 
Woodhead, R. W., proceedings, Allerton Park 
conference on systems approach to air- 
field pavements, 30163 
Woodrow Wilson International Center for 
—" appropriations, 1974, report, 


Wool: 

broadwoven 
ports, 297 

consumption on yy and worsted sys- 
tems, eg A ~~. 1972, current indus- 
trial reports, 2975 

Market news L...-4 on livestock, meat 
and wool, 29624 

trade, agreement with Republic of China, 
30652 


pe eee current industrial re- 


Word division, see Words. 


supplement to Style manual, 


Words: 
division, 
30289 


understandin 


words and word relation- 
ships, national assessment of educa- 
tional progress, 301438 

Work injuries, see Injuries. 

Work stoppages, see Strikes and lockouts. 
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Inpex 


Workbooks, national emissions data system 
control device workbook, 29650 
Workshops: 
chemist-meteorologist workshops, 29682-— 
83 


6. 
limited farmers, proceedings, 


30669 
workshop on lung cell identification, isola- 
tion and culture, 30494 
World Data Center A, Solar-Terrestrial 
Physics, report UAG series, 30172—174 
World weather program, plan for fiscal year 
1974, 29820 
World Wildlife Conference efforts to save en- 
dangered species, 30647 
Worsted, system, consumption current in- 
dustrial reports, 29759 
WPL, see Wave Propagation Laboratories. 
Wrenches, gages, wrench opening, Federal 
standard, 30238 
Wright, M. L., feasibility study of in-situ 
source monitoring of particulate composi- 
tion by Raman and fluorescence scatter, 
30185 
Writing, 


resource 


group results A and B for objec- 
tively scored exercises, national results by 
region, sex, color, size and type of com- 
munity, and parental education, national 
assessment of educational progress, 30147 
WRSIC, see Water Resources Scientific In- 
formation Center. 
Wuerch, Donald E., 
wind and mixing 
Louis, Mo., 30530 
Wyoming: 
county business patterns, 29753 
stratigraphy and geologic history of Mou- 
tana Group and equivalent rocks, 30281 


x 
X-rays: 

explanatory notes on W. H. Zachariasen’s 
theory of X-ray diffraction in ideal 
crystals, 30595 

X-ray mineralogy of Parachute Creek mem- 
ber, Green River formation, in northern 
Piceance Creek basin, Colo., 30282 


preliminary transport 
height climatology, St. 
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Y 


Yanowitch, Robert E., aircraft as instrument 
of self destruction, 29686 

Yarn, textured, [ae current indus- 
trial reports, 29773 

Yemen, San’a’ map, 29800 

Yosemite National Park, Calif., general in- 
formation, 30550 

You and your petepect, 39644 

Young Marrieds, 29791 

Youth: 
challenge of youth service bureaus, 30684 
growing up in America, background to 

contemporary drug abuse, 30505 
we, youth of America, 29792 
youth travel abroad, what to know before 
you go, 30646 

Yugoslavia : 
map, 29801 
selling in Yugoslavia, 30128 

Yuma Desert, geophysical studies in Yuma 
area, Ariz. and Calif., 30275 

Z 

Zachariasen theory, see Diffraction. 

Zaire, map, 29802 

Zambia, toreign trade regulations, 30127 

Zine, recovery of zine, copper, silver, 
iron from zinc smelter residue, 30431 

Zion National Park, general information, 
30551 

Zohdy, Adel, A. R., recognition of natural 
brine by electrical soundings near Salt 
Fork of Brazos River, Kent and Stonewall 
Counties, Tex., 30233 

nee: 

ib lography and zoological taxa of Paul 
Bartsch, with biographical sketch, 30633 

Smithsonian contributions to zoology, 30633 

Zoonosis, Center for Disease Control zoonosis 
surveillance, annual summary, 1972, rabies, 
2979: 

Zorumski, William E., acoustic impedance of 
curved multilayered duct liners, 30458 
Zvenigorod, Russian SFSR, Zvenigorod ex- 
perimental station, optical observations 
of aritificial earth satellites, USSR study. 

30329 


and 
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GOVERNMENT PRINTING OFFICE BOOKSTORES 


In addition to the mail-order service provided by the Office of the Superintendent of 
Documents, Government Printing Office, there are also 13 retail bookstores out- 
side of Washington, D.C., each of which have in stock approximately 1,000 of our 
most popular titles. You are invited to stop in any time. The locations of these 


stores are shown below: 


Government Printing Office 

710 North Capitol Street 
Washington, D.C. 20402 

Telephone: Area code 202-783-3238 


Forrestal Bookstore 

Room 1—J—001 

James Forrestal Building 

1000 Independence Ave. 

(L’Enfant Plaza) 

Washington, D.C. 20407 

Telephone: Area code 202—426-—7937 


Department of Commerce, Lobby 

14th and Constitution Avenue NW. 
Washington, D.C. 20230 

Telephone: Area code 202—-967-—3527 


Atlanta Bookstore 

Room 100, Federal Building 

275 Peachtree Street NE. 

Atlanta, Georgia 30303 

Telephone: Area code 404—-526—6947 


Birmingham Bookstore 

Room 102A, 2121 Building 

2121 Eighth Avenue North 
Birmingham, Alabama 35203 
Telephone: Area code 205—325-—-6056 


Boston Bookstore 

Room G25, John F. Kennedy Federal 
Building 

Sudbury Street 

Boston, Massachusetts 02203 

Telephone: Area code 617—-223-6071 


Canton, Ohio Bookstore 

Federal Office Building 

201 Cleveland Avenue SW. 

Canton, Ohio 44702 

Telephone: Area code 216—455-8971 


Chicago Bookstore 

Room 1463—14th floor 

Everett McKinley Dirksen Building 

219 South Dearborn Street 

Chicago, Illinois 60604 

Telephone: Area code 312—-353-5133 





Dallas Bookstore 

Room 1C46 

Federal Building—U.S. Courthouse 
1100 Commerce Street 

Dallas, Texas 75202 

Telephone: Area code 214—749~1541 


Detroit Bookstore 

Room 229, Federal Building 

231 W. Lafayette Blvd. 

Detroit, Michigan 48226 

Telephone: Area code 313—226—7816 


Denver Bookstore 

Room 1421 

Federal Building—U.S. Courthouse 
1961 Stout Street 

Denver, Colorado 80202 

Telephone: Area code 303—837-—3965 


Kansas City Bookstore 

Room 135, Federal Office Building 

601 East 12th Street 

Kansas City, Missouri 64106 
Telephone: Area code 816—374-—2160 


Los Angeles Bookstore 

Room 1015, Federal Office Building . 
300 North Los Angeles Street 

Los Angeles, California 90012 
Telephone: Area code 213—688—5841 


New York Bookstore 

Room 110 

26 Federal Plaza 

New York, NewYork 10007 
Telephone: Area code 212—-264—3826 


Philadelphia Bookstore 

U.S. Post Office and Courthouse 

Main Lobby 

Ninth and Chestnut Streets 
Philadelphia, Pennsylvania 19107 
Telephone: Area code 215—-597—0677 


San Francisco Bookstore 

Room 1023, Federal Office Building 
450 Golden Gate Avenue 

San Francisco, California 94102 
Telephone: Area code 415—-556—6657 
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